SOUTHEASTERN 


CRAFTSMANSHIP 

J 


THESE  ARE 
THE  HANDS 
OF  A 
SOUTH- 
EASTERN 
SENIOR.  FULL 
OF  POTENTIAL 
HE  ENTERED 
THIS  SCHOOL. 
THROUGH 
MOTIVATION, 
DESIRE,  AND 
A 

WILLINGNESS 
TO  LEARN, 
THESE  HANDS 
HAVE  BE- 
COME THE 
HANDS  OF  A 
SKILLED 
CRAFTSMAN. 


SOUTHEASTERN  REGIONAL 
SCHOOL  DISTRICT 
250  FOUNDRY  STREET 
SOUTH  EASTON,  MA  02375 


COLOR 


( PROGRAM  1 


''WW  SHOP 
WORK 
MAKES  ME 
FEEL 

GREAT!" 


COLOR 


WISH 
SNACK 
BREAK 
LASTED 
FOREVER! 


/  / 


COLOR 


HAVE 
DEFINITELY 
CHANGED 
SINCE  I 
STARTED 
GOING  TO 
THIS 

SCHOOL!" 


COLOR 


.60 


IJI)  . 


^^SOME  OF 
THE  TALENT 
HERE  IS 
AWESOME!" 


COLOR 


GOING 
TO  REACH 
FOR  THE 
STARS!" 


COLOR 


I 


Paul  O'Leary 
Superintendent  Director 


^^A  NEW 
ADVENTURE 
FOR  US 
ALL;  WE 
WISH  YOU 
GOOD 
FORTUNE  IN 
YOUR  NEW 
ROLE." 

CLASS  OF  1986 


16 


M 


GUIDES 


Thomas  W.  Devine 

Chairman 

Brockton 


Robert  A.  Girardin 
Vice  Chairman 
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Charles  W.  McDonald 

Secretary 

Norton 


Ralph  Armstead 
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Charles  D.  Homer 
Stoughton 


Eugene  Kostecki 
W.  Bridgewater 


James  J.  Leonard 
Sharron 


Gerald  J.  Noonan 
Brockton 


Jerome  Burke 
Director  ot  Pupil 
Personnel  Services 


Robert  Kondrocki 
Director 


Thomas  Cosato  Philip  Drugge 

Academic  Supervisor        Vocational  Supervisor 


Malcolm  Gurney 
Vocational  Supervisor 


.  .  .  AND 

HAVE  A 

NICE 

DAY." 


Stanley  B.  Goldman 
In  Memoriam 


Thomas  McCabe  David  Balch 

Assistant  Director  Athletic  Supervisor 


Dennehy,  Patricia 


Duffy,  William 


Edson,  Lynda 


Feeney,  Robert 


Fernandes,  Dennis 


Drew,  Donald 


Dunne,  John 


Engelhardt,  John 


Feliciano,  James 


Foley,  Matthew 


^IISTEN; 
BE 

CAREFUL 

OUT 

THERE!" 


GUIDES 


Sexton,  Florence 


Quindley,  Robert 


Ruskiewicz,  Patricia 


Schornick,  William 


Shea,  John 


Rainey,  Herbert 


Silvia,  John 


Thompson,  Alto 


Turner,  William 


Williams,  Edward 


Worden,  Charles 


Thomas,  Anna 


Thompson,  Lenwood 


Vardoro,  Daniel 


Woodacre,  Stanley 


Nichols,  John 


HOMEWORK 
OR  YOUR 
LIFE!" 


GUIDES 


Loiselle,  Paul  Payton,  Kevin  Blanchard,  Cheryl 


Hancock,  Adelaide  Lenahan,  Donna  Marie  Lionett,  Pauline 


O'rourke,  Paula  Peterson,  Mildred  Slater,  Sylvia 


Young,  Jill  Anderson,  Virginia  Gregory,  Peter 


Harding,  James  Hinko,  Edward  Smith,  Dennis 


Spurr,  Cathy 


Barlow,  Joanne 


Lacerda,  Jane 


Cardarella,  Kathleen 


Chapman,  Millie 


Perry,  Mary 


Socorro,  Denise 


Emond,  Judy 


Jelloe,  Rene 


Moore,  Terry 


''O.K., 
FOLKS, 
LUNCH 
IS  OVERr 


GUIDES 


Bowker,  Danielle 


Painter,  Susan 


Waite,  Ann 


Concesison,  Oscar 


Thompson,  Joe 


Finch,  William 


Hanson,  Carl 


Driscoll,  Bill 


Sullivan,  Robert 


Finch,  Peter 


Nye,  Sherwood 


Moore,  A! 


^7HESE 

FOLKS 

KEEP 

THINGS 

RUNNING." 


^^WHEN 
IS  OUR 
NEXT 
DAY 
OFF?" 


GUIDES 


THE 

BEST 

YEARS 

HAVE 

BEEN 


10.  KENNETH  NOWLIN 


11.  MICHAEL  M.  PARE' 


12.  STEPHEN  E.  PEMBERTON 


1.  STEVEN  ARENA, 
"Pizzano"-Auto  Body-He 
likes:  "Rambo,"  "Fall 
Guy,"  spaghetti, 
"Aerosmith,"  hockey. 

2.  JOHN  R.  DEANE, 
"Deano"-Auto  Body-  He 
likes:  "Wiz  of  Oz,"  "Led 
Zepplin,"  Chinese  Food. 

3.  KEVIN  M.  DEFALCO- 
Auto  Body 

4.  MARC  E.  DORR-Auto 
Body 

5.  MARK  C.  DORSEY  - 
Auto  Body 

6.  STEVEN  F.  GEILER  - 
Auto  Body-He  likes:  "The 
Wall,"  "Pink  Floyd,"  "Hill 
Street  Blues,"  Auto 
Body,  Italian  food. 

7.  TIMOTHY  HARDY-  Auto 
Body 

8.  RICHARD  J.  KELLY, 
"Rich"-  Auto  Body-  He 
likes:  "Rambo," 
"Aerosmith,"  "Miami 
Vice,"  hockey.  Pizza. 

9.  FRED  J.  MATHER-Auto 
Body-He  likes:  "Song 
Remains  the  Same" 
"Led  Zepplin,"  "Hill 
Street  Blues,"  BMX,  MX, 
chicken  McNuggets. 

10.  KENNETH  NOWLIN- 
Auto  Body 

11.  MICHAEL  M.  PARE- 
Auto  Body 

12.  STEPHEN  E. 
PEMBERTON-  Auto  Body 


YOU 
LOVE 

SOMETHING, 
SET  IT 
FREE." 


SENIORS 


1  JOSEPH  P,  ROSCOE 


2.  JOHN  R.  STUDER 


3.  JEFFREY  R.  BOOKER 


7.  FRANCIS  H,  FOX 


8.  STEPHEN  R.  FRITZ 


9.  JANET  E.  KEENE 


10.  SUZANNE  L.  KELLY 


11  JOHN  T.  KILLDUFF 


12.  JOSEPH  F. 
MACEACHERN 


1.  JOSEPH  P.  ROSCOE  - 
Auto  Body 

2.  JOHN  R,  STUDER  -Auto 
Body 

3.  JEFFREY  R.  BOOKER  - 
Auto  Mechanics 

4.  RICHARD  W.  DERRY  - 
Auto  Mechanics 

5.  MARK  DUBE  -Auto 
Mechanics 

6.  NORMAN  D.  FOOTE- 
Auto  Mechanics 

7.  FRANCIS  H.  FOX  - 
Auto  Mechanics 

8.  STEPHEN  R.  FRITZ  - 
Auto  Mechanics 

9.  JANET  E.  KEENE  -  Auto 
Mechanics 

10.  SUZANNE  L,  KELLY, 
"Susie"-Auto  Mechanics- 
She  likes:  "Rombo  Part 
Two,"  "Danger  Mouse", 
"veal  cutlet"  "Pink 
Floyd,"  "partying" 

11.  JOHN  T.  KILLDUFF  - 
Auto  Mechanics 

12.  JOSEPH  F. 
MACEACHERN  -Auto 
Mechanics 


''\J  WAS 
DIFFERENT, 
TO  SAY 
THE  LEAST." 


7.  DANIEL  A.  PETZE  8.  JAY  S.  PRICE  9.  ALPINE  L.  RICCI 


10.  GARY  K.  ROSS 


11.  MICHAEL  J. 
SCARLATA 


12.  JULIE  A.  SMITH 


1.  CHRISTOPHER  S. 
MCGREGOR  -  Auto 
Mechanics 

2.  JOHN  J.  MEDONCA  JR., 
"Menclicka"-Auto  Me- 
chanics, He  likes: 
^^Rambo,"  '^Voltron," 
spaghetti,  "Journey," 
Soccer. 

3.  ARENDAS  MYERS, 
"Smurf,"-  Auto  Mechan- 
ics, She  Likes:  "Bock  to 
the  Future,"  "Cosby 
Show,"  Lobster,  "Dougie 
Fresk,"  Norman. 


4.  JAMES  O'BRIEN- 
Mechanics 


Auto 


5.  MICHAEL  F.  O'CON- 
NOR- Auto  Mechanics,  He 
Likes:  "The  Song  Rennains 
the  Some," 

6.  PAUL  A.  PERRY,  "pap"- 
Auto  Mechanics,  He  Likes: 
"Rambo,"  "Bill  Cosby," 
steamed  clams.  Karate. 

7.  DANIEL  A.  PETZE-  Auto 
Mechanics,  He  Likes: 
"Back  to  the  Future," 
"Three's  Company,  Chi- 
nese Food," 

8.  JAY  S.  PRICE-  Auto 
Mechanics 


9.  ALPINE  L.  RICCI- 
Mechanics 


Auto 


10.  GARY  K.  ROSS-  Auto 
Mechanics 

11.  MICHAEL  J.  SCAR- 
LATA- Auto  Mechanics, 
He  Likes:  Italian  food. 
"Led  Zeppelin",  partying 

12.  JULIE  A.  SMITH-  Auto 
Mechanics,  She  Likes:  Piz- 
za "American  Ninja," 


^lOOK 

OUT, 

WORLD, 

HERE 

WE 

COME!" 


SENIORS 


7.  SEAN  P.  GROOM  8.  MICHAEL  G.  MAHONEY  9.  MICHAEL  A.  MANN 


^0.  GLENN  D.  MINSKY 


11.  MARK  W.  SHEFF 


12.  MICHAEL  J.  BESSE 


1.  THOMAS  A.  SMITH-  Auto 
Mechanics 

2.  WILLIAM  E.  CLARK, 
''Bill"-Building  and 
Grounds  Remodeling  and 
Repair-He  likes:  "Rannbo/' 

3.  JOSEPH  A.  GENTILE, 
^^Joe"-Building  and 
Grounds  Remodeling  and 
Repair. 

4.  MICHAEL  D.  BASKIN, 
^^Bubba"- 

Cabinetmaking-He  likes: 
"The  Terminator," 

5.  SEAN  M.  DALEY-Cabi- 
netmaking-He  likes:  "Mot- 
ley Crue," 

6.  PAUL  G.  FORREST, 
"^Mello,  Tweetybird"- 
Cabinetmaking-He  likes: 
"Missing  in  Action,  Part 
Two,"  "The  Doors," 

7.  SEAN  P.  GROOM- 
"Headbanger,  Hellion, 
Rock  and  Roller"-Cabi- 
netmaking-He  likes:  "The 
terminator," 

8.  MICHAEL  G.  MAHONEY, 
"Mike"-Cabinetmaking- 
He  likes:  "Rambo," 

9.  MICHAEL  A.  MANN, 
"Mike"-Cabinetmaking 

10.  GLENN  D.  MINSKY- 
Cabinetmaking 

11.  MARK   W.  SHEFF, 
'^Shcmoo"- 
Cabinetmaking-He  likes: 
''Song    Remains  the 
Same,"  ''Led  Zepplin," 

12.  MICHAEL  J.  BESSE, 
"Mike"-Commercial  Art- 
He  likes:  "Pinnochio," 


^7HE 
DEVIL 
MADE 
ME 

DO  IT!" 


SENIORS 


/  /  / 


7.  REGINA  M.  PILON 


8.  KAREN  L.  RABIDEAU 


9.  JOSEPH  D.  TAMMARO 


10.  LISA  M.  ALBANESE 


11  JOHN  D.  BACHELDER 


12.  SCOTT  W.  BENOIT 


1.  JAMES  W.CAFFARELLA, 
"Jinn"-Connmercial  Art-He 
likes:  "Back  to  the  Fu- 
ture/' "Miami  Vice,"  lob- 
ster,   ""Van  Halen," 

2.  WENDY  L.  CORLISS- 
Commercial  Art-She  likes: 
"Back  to  the  Future" 

3.  CONSTANCE  M. 
FOLCO,  "Connie,  Shnoo- 
kums,  Mad-Hugger"- 

4.  TAMMY  R.  FORSYTH, 
"Funk  Lova"-Comnnercial 
Art-She  likes:  "Better  Off 
Dead,"  "Twilight  Zone," 

5.  JULIE  A.  KALMAN-Conn- 
mercial  Art-She  likes:  "All 
My  Children,"  lobster, 
"Journey,"  ice  skating. 

6.  CYNTHIA  A.  NYMAN, 
"Cyndy  "-Commercial 
Art-She  likes:  "Depche 
Mode," 

7.  REGINAM.PILON,  "Reg- 
gie, Ding-Dong"-Com- 
mercial  Art 

8.  KAREN  L,  RABIDEAU, 
"GOD,  Rabbit,  KK"-Com- 
mercial  Art-She  likes: 
'"Back  to  the  Future," 

9.  JOSEPH  D.  TAMMARO, 
"Joe"-Commercial  Art- 
He  likes:  ""Better  Off 
Dead,"  ""Miami  Vice," 

10.  LISA  M.  ALBANESE,- 
Commercial  Foods-She 
likes:  John  Waite 

11.  JOHN  D.  BACHELDER- 
"'Jaws",  ""Duff's  favorite"- 

12.  SCOTT  W.  BENOIT- 
Commercial  Foods 


""MY 

BOYFRIEND 
ATE  MY 
HOMEWORK!" 


SENIORS 


7.  JOHN  M.  NICCOLI 


8.  JAMES  M,  ORLANDO 


9.  DARWIN  K.  PHILLIPS 


10.  APRIL  M.  POLIATTI 


11  SHELLY  J.  SANFORD 


12.  LISA  A.  SINNOTT 


1.  SCOTT  M.  BRAGG, 
"Thumper,"  "Chuckles"- 
Commercial  Foods  He 
Likes:  "Back  to  the 
Future",  "Ma-y  Grant," 

2.  CHRIS  DANFORTH- 
Commercial  Foods-He 
likes:  "Back  To  The 
Future",  "The  Cars" 

3.  MARC  DELSETTE- 
Commercial  Foods-  He 
likes:  "Led  Zeppelin", 

4.  PAMELA  JEAN 
HARRINGTON-"Slann"  - 
Commercial  Foods-  She 
Likes:  "Rambo  2", 

5.  STAGEY  JOHNSON- 
Commercial  Foods 

6.  CHRISTOPHER 
MORGAN-  Commercial 
Foods 

7.  JOHN  NICCOLI- 
Commercial  Foods-  He 
likes:  "Invasion  USA", 

8.  JAMES  ORLANDO- 
"Chumly"  -  Commercial 
Foods-  He  likes: 
"Terminator", 

9.  DARWIN  PHILIPS- 
"Bubba"  -  Commercial 
Foods- 

10.  APRIL  POLIATTI- 
"Ape"-  Commercial 
Foods- 

11.  SHELLEY  SANFORD- 
"Brat",  "Shell", 
"Jellybean",-Commercial 
Foods- 

12.  LISA  SINNOTT-  "Olive 
Oyl",  "Lee",  "Henry"- 
Commercial  Foods-  She 
likes:  "Back  To  The 
Future",  "Journey", 


"MY  DOG 
ATE  MY 
HOMEWORK!" 


SENIORS 


7.  KATHLEEN  A.  LYONS  8.  DIANE  M.  MEANEY  9.  THEODORE  H.O'ROURKE 


10.  CHERYL  A.  SCIMONE 


11.  TARA  L.  SMART 


12.  KIMBERLY  J.  TREVAINS 


1.  DOLORES  THOMAS- 
"Dee"— Commercial 
Foods-She  likes:  "Motley 
Crue". 

2.  KURT  A.  WHEELER- 
Commerciol  Foods-He 
likes:  "Hot  Dogs". 

3.  MARK  E.  WILSON- 
"Willie",  "Morkie  Porkie", 
"Mousey"-Commercial 
Foods-He  likes:  "Invasion 
U.S.A.",  "Huey  Lewis", 

4.  KATHERINE  F,  BELBIN- 
"Kathy ' ' —Cosmetology . 

5.  JUDIANNE  M. 
CERRATO-"Ju-Ju"- 
Cosmetology-She  likes: 
"Silent  Rage" 

6.  CORRIE  A.  LA  FLEUR- 
Cosmetology-She  likes: 
"Back  To  The  Future", 

7.  KATHLEEN  A.  LYONS- 
"Kathy"-Cosmetology- 
She  likes:  skating. 

8.  DIANE  MARIE  MEANEY- 
"Di"-Cosmetology-She 
likes:  "Gremlins", 

9.  THEODORE  H. 
0'ROURKE-"Teddy"- 
Cosmetology- 

10.  CHERYL  A.  SCIMONE- 
"Charlue"-Cosmetoloty- 
She  likes:  "Back  To  The 
Future", 

11.  TARA  L.  SMART- 
"Munchkin"- 
Cosmetology"-She  likes: 
"Scarface", 

12.  KIMBERLY  J. 
TREVAINS-"Kim"- 
Cosmetology"-She  likes: 
"Back  TO  The  Future", 


SISTER 
ATE  MY 
HOMEWORK!' 


SENIORS 


7.  JOHN  A.  COOPER 


8.  JOHN  W.  DAY 


9.  RICHARD  A.  GOURDIN 


I 


10.  PETER  T.  KANE 


11  HOWARD  J.  KELLIHER 


12.  RICHARD  C.  NOVAK 


1.  ANNA  M.  TRIOLO-  ^^Ba- 
nana"-Cosmetology-She 
likes:  "Back  To  The  Fu- 
ture", ''Remington 
Steele",  Green  m  8c  m's, 
"The  Doors",  partying. 

2.  MIKE  BENNETT-Diesel-He 
likes:  "Rambo",  "Burger 
King",  "Black  Sabbath", 
Hunting 

3.  RICHARD  L.  BLANDIN- 
Diesel  Repair 

4.  CHARLES  E.  BROWN- 
Diesel  Repair 

5.  DAVID  S.  CAREY-Diesel 
Repair 

6.  STEVEN  COE-"Steve"- 
Diesel 

7.  JOHN  A  COOPER-Diesel 
Repair 

8.  JOHN  W.  DAY-Diesel 
Repair 

9.  RICHARD  A.  GOURDIN- 
"Ricky"-Diesel-He  likes: 
"Cosby  Show",  Chinese 
Food,  "Tomany" 
"Clubbing" 

10.  PETER  KANE-"Pete"- 
Diesel  Repair-He  likes: 
"Iron  Maiden",  water 
skiing 

11.  HOWIE  KELLIHER- 
"Mickey"-Diesel-He  likes: 
clams,  "Motley  Crue", 
partying.  Skiing,  guitar 

12.  RICH  NOVAK-"Dicky"- 
Diesel-He  likes:  "Rambo", 
"Miami  Vice",  "Burger 
King",  "The  Cars", 
hockey 


'^  WISH 
EVERY  DAY 
WAS  A 
FRIDAY!" 


48/ 
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SENIORS 


7.  STAGEY  A.  FORGERON 


8.  KONSTANTINA  E.  KITSOS 


9.  BRIDGET  L.  MCDERMOTT 


10.  ANNELISA  MEELER 


11  MARY  N.  MONROE 


12.  JACQUELINE  T.  PERRY 


1.  MICHELLE  A.  ANDREA- 
Distributive  Education 

2.  JODY  A.  CARBONARA, 
"Bubby"-Distributive 
Education-She  likes: 
"Rambo," 

3.  JODI-MARIE  COLBURN- 
Distributive  Education- 
She  likes:  "Rambo," 

4.  DENISE  Y.  COLLEY, 
"BB#2"-Distributive 
Education-She  likes: 
"Rambo,"  '^Hill  Street 
Blues," 

5.  NANCY  L.  DILLON, 
"Peanuts"-Distributive 
Education-She  likes: 
"Rambo", 

6.  ANN  M.  FLORIO,  "Blue 
Eyes"-Distributive 
Education-She  likes: 
"Beverly  Hills  Cop," 

7.  STACEY  A. 
FORGERON,  "Spacey 
Stacey"-Distributive 
Education-She  likes: 
"Fame,"  T.V.  Dinners, 

8.  KONSTANTINA  E. 
KITSOS,  "Dina"- 
Distributive  Education- 

9.  BRIDGET  L. 
MCDERMOTT,  "Brie,  Pipi" 
Distributive  Education- 
She  likes:  "Miami  Vice," 

10.  ANNELISA  MEELER- 
Distributive  Education 

11.  MARY  N.  MONROE, 
"Killer"-Distributive 
Education-She  likes: 
"Beverly  Hills  Cop," 

12.  JACQUELINE  T. 
PERRY,  "Jack"- 
Distributive  Education- 
She  likes:  "Commando," 


^^WHERE 
IS  THAT 
BATHROOM 
PASS?" 


SENIORS 


1  RENEE  A.  PINETTE 


2.  USA  M.  TOCCI 


3.  LISA  M.  THOMPKINS 


7.  JOHN  L.  BRACE  III 


8.  BRIAN  L.  DUNTON 


9.  KEVIN  B.  FAHEY 


10.  TROY  A.  GAETA 


11  ELMER  R.  ORTON 


1.  RENEE  A.  PINETTE, 
^'R.A.P"-  DISTRIBUTIVE 
EDUCATION-She  likes: 
"Comnnando",  "Miami 
Vice",  Pizza 

2.  LISA  M.  TOCCI-Distribu- 
tive  Education-  She  likes: 
"Miami  Vice,"  "Cosby 
Show/'  Fried  Chicken, 
"Van  Halen," 

3.  LISA  M.  THOMPKINS, 
"Flakey"-  Distributive 
Education-She  likes: 
''Rambo,"  ^^Cosby 
Show,"  Pizza, ^^Duran 
Duron,"  Cruisin, 

4.  TRACY  WHITMAN, 
"Whitie"-  Distributive 
Education 

5.  GEORGE  L.  ARCHAM- 
BEAULT-  Electrical  Appli- 
ances Repair 

6.  KENNETH  W.  BELCHER- 
Electricol  Appliances 
Repair 

7.  JOHN  L.  BRACE  III-  Elec- 
trical Appliances  Repair 

8.  BRIAN  L.  DUNTON-  Elec- 
trical Appliances  Repair 

9.  KEVIN  B.  FAHEY-  Electri- 
cal Appliances  Repair 

10.  TROY  A.  GAETA-  Elec- 
trical Appliances  Repair 

11.  ELMER  R.  ORTON- 
Electrical  Appliances 
Repair 

12.  PAUL  M.  SULLIVAN- 
Electricol  Appliances 
Repair 


12.  PAUL  M.  SULLIVAN 


"WHAT 

WAS 

THAT 

LOCKER 

NUMBER?" 


SENIORS 


1  ERIC  J.  ALPHONSE 


2.  RICHARD  S.  BLITHE 


3.  SCOTT  R.  BLOOD 


7.  STEVEN  J.  LAPRISE 


8.  MAYNARD  M.  LEDIN 


9.  ARTHUR  J.  MAYO 


10.  ALAN  R.  McCarthy 


11  JOYCE  E.  McCarthy 


12.  WILFORD  G.  MILLER 


1.  ERIC  J.  ALPHONSE- 
Electricity. 

2.  RICHARD  S.  BLITHE- 
"Pony  Boy"-Electricity-He 
likes:  "Rambo",  "Miami 
Vice",  Chinese  food. 

3.  SCOTT  R.  BLOOD- 
"Blood"-Electricity-He 
likes:  "Rambo",  "Mash" 

4.  JEFFERY  SCOTT  DAVIS- 
"Ninja"-Electricity-He 
likes:  "American  Ninja", 
wrestling  shows,  lobster. 

5.  THOMAS  FARRELL- 
Electricity. 

6.  PATRICK  A. 
GOODMAN-"Goody"- 
Electricity-He  Likes: 
"Invasion  U.S.A." 

7.  STEVEN  J.  LAPRISE- 
Electricity-He  likes: 
"Commando",  veal 
cutlets,"Scorpions", 
football. 

8.  MAYNARD  M.  LEDIN- 
"Bruce"-Electricity-He 
likes:  "Rambo",  "Three 
Stooges",  Chinese  food. 

9.  ARTHUR  J.  MAYO- 
Electricity. 

10.  ALAN  R.  McCARTHY- 
Electricity. 

11.  JOYCE  E. 
McCARTHY-"Joycee"- 
Electricity-She  likes: 
"Rambo",  Chinese  food. 

12.  WILFORD  G.  MILLER- 
"Bill"-Electricity-He  likes: 
"Turk  182",  "Twilight 
Zone",  hamburgers. 


''NO 
MORE 
SMOKING 
AREA?!!" 


SENIORS 


55 


10.  JAMES  E.  HARRINGTON 


11  JAMES  L.  HOWARD  JR. 


12.  MICHAEL  R.  LUTTON 


1.  WALTER  PHALEN- 
Electricity 

2.  KEVIN  D.  RETTMAN- 
Electricity 

3.  MARVIN  W.  SIEBE  Ill- 
Electricity 

4.  FRANK  G.  STEELE- 
Electricity 

5.  BRIAN  D.  THELLEN- 
Electricity 

6.  SHAWN  THURSTON- 
"Shawn"-Electricity-He 
likes:  "Rambo,"  "Hogan's 
Heroes",  pizza,  "Led 
Zeppelin", 

7.  ROBERT  R.  CONNEEN- 
Electronics 

8.  MICHAEL  J.  GIBSON- 
"Gib"-  Electronics-  He 
likes:  "Terminator", 
^MTV",  pizza, 
"Metallica",  guitar 

9.  LEON  GRINDLE- 
Electronics-He  likes: 
"Rambo",  "DIO",  lobster, 
scuba  diving 

10.  JAMES  E. 
HARRINGTON-Electronics 

11.  JIM  HOWARD- 
"Howie"-Electronics-"First 
And  Ten",  "Three's 
Company",  pizza, 
Motocross,  "Judas 
Priest" 

12.  MICHAEL  LUTTON- 
"Mike"  "Red"- 
Electronics-He  likes:  "Day 
Of  The  Deaed", 
"Manowar",  "Tales  From 
The  Dark  side",  horror 
movies.  Pizza 


^^HANG  IN 
THERE, 
FRIDAY 
IS  ON 
THE  WAY!' 


SENIORS 


1.  JAMES  D.  MARTINELLI 


2.  SUMNER  G.  MERRILL 


3.  SCOTT  A.  SANGSTER 


7.  DANIEL  S.  FOLEY 


8.  DEBORAH  L.  GAY 


9.  STEPHEN  J.  HAGOPIAN 


10.  MELISSA  M.  JUSTEN 


11.  TINA  M.  LUDINGTON 


12.  KATHIE  L.  MAY 


1.  JAMES  D.  MARTINELLI- 
"Jay  Dee"-Electronics-He 
likes:  "World  Wide  Live", 
''Straight  Edge", 

2.  SUMNER  G.  MERRILL- 
"Sonny  "-Electronics-He 
likes:  "Iron  Maiden" 

3.  SCOTT  A.  SANGSTER- 
Electronics-He  likes:  "Day 
Of       The  Dead", 

4.  JAMES  R.  SCHMIDT- 
"Jlnn"-Electronics-He  likes: 
"Mr.  Roger's  Neighbor- 
hood", "Manowar" 

5.  MICHAEL  R.  TRIBER- 
"Triber"-Electronics-He 
likes:  "Mad  Max" 

6.  LISA  A.  BRAGEL-"Bra- 
geT'-Graphic  Arts-She 
likes:  "Valley  Girls" 

7.  DANIEL  S.  FOLEY- 
"Dan"-Graphic  Arts-He 
likes:  "Led  Zeppelin" 

8.  DEBORAH  L.  GAY- 
"Deb"-Graphic  Arts-She 
likes:  ''Commando", 

9.  STEPHEN  J.  HAGOPIAN- 
"Guppy"-Graphic  Arts- 
He    likes:  "Rambo", 

10.  MELISSA  M.  JUSTEN- 
"Missy"-Graphic  Arts-She 
likes:  hot  fudge  sundaes 

11.  TINA  M.  LUDINGTON- 
"Brownie"-Graphic  Arts- 
She  likes:  lobster 

12.  KATHIE  L.  MAY- 
"Midy"-Graphic  Arts-She 
likes:  "Purple  Rain",  "Gen- 
eral Hospital" 


''\TS  GOING 
TO  BE 
TOUGH 
OUT 
THERE!" 


SENIORS 


7.  MICHAEL  D.  WYNN  8.  PATRICIA  E.  BARTLETT  9,  MICHELLE  A.  BROOKS 


10.  TERESA  A.  BULLARD 


11  LISA  R.  CLARK 


12.  JOANNE  M.  COOTS 


1.  BARBARA  MEADE-^^Bar- 
bie"-Graphic  Arts-She 
likes:  "Loverboy" 

2.  LORRIE  PERKINS-Graphic 
Arts-She  likes:  "Rambo", 
"Snorks" 

3.  DEREK  RANKIN-"Tail"- 
Graphic  Arts-He  likes: 
"Rambo",  "Miami  Vice." 

4.  KEITH  ROBERTS-  Graphic 
Arts-  He  likes:  "Comman- 
do", ''Miami  Vice", 
weightlifting 

5.  MARK  SARKISIAN- 
"Sark"-Graphic  Arts-He 
likes:  "Commando",  "Mi- 
ami Vice" 

6.  ALISON  WAGNER- 
"Alie"-Graphic  Arts-  She 
likes:  "Rambo",  "Fraggle 
Rock",  Burger  King 

7.  MIKE  WYNN-GraphIc 
Arts-He  likes:  the  news, 

8.  PATRICIA  BARTLETT- 
''Patti"-Health  Services 
Assistant 

9.  MICHELLE  BROOKS- 
''Brooksie"-Health  Ser- 
vices Assistant-'Kathy 
Miller  Story",  pizza 

10.  TERESA  BULLARD- 
"Teri"-Health  Service  As- 
sistant-She likes:  "Rem- 
ington Steele." 

11.  LISA  CLARK-"Clarkie"- 
Health  Services  Assistant- 
She  likes:  "Angel",  "Love 
Connection." 

12.  JOANNE  COOTS-"Jo- 
Jo",  "Jo-Cottie"-Health 
Services  Assistant. 


KEEPS 

GETTING 

BETTER 

AND 

BETTER" 


SENIORS 


1  KERRY-ANN  HAYES 


2.  CARRIE  ANN  JOHNSON 


3.  HELIA  M.  LOPES 


7.  MARCY  JEAN 
O'CONNOR 


8.  DEBRA  L.  RANDALL 


9.  KIMBERLY  J.  RUDDY 


10.  MICHELLE  SANTAGATI 


11  JEAN  M.  STANIEWICZ 


12.  DAVID  C,  AKERBLOOM 


1.  KERRY- ANN  HAYES- 
Health  Services  Assistant. 

2.  CARRIE  ANN 
JOHNSON-Health 
Services  Assistant. 

3.  HELIA  M,  LOPES- 
"Heiium",  "Ope"  Health 
Services  Assistant-She 
likes;  "Miami  Vice". 

4.  CYNTHIA  A.  LUNN- 
"Cindy"-Health  Services 
Assistant. 

5.  SHEILA  M. 
MARMORSTEIN- 
"Sheetan"-Health 
Services  Assistant. 

6.  CYNTHIA  L, 
MEULENAERE-"Cindy"- 
Health  Services  Assistant- 
She  likes:  "Back  To  The 
Future",  "Family  Ties", 

7.  MARCY  JEAN 
O'CONNOR-Health 
Services  Assistant-She 
likes:  "Rambo". 

8.  DEBRA  L.  RANDALL- 
"Deb",  "Dub"-Health 
Services  Assistant. 

9.  KIMBERLY  J.  RUDDY- 
"Kim",  "Kimmy"-Health 
Services  Assistant-She 
likes:  "Back  To  The 
Future", 

10.  MICHELLE 
SANTAGATI-Health 
Services  Assistant. 

11.  JEAN  STANIEWICZ- 
Health  Services  Assistant. 

12.  DAVID  C. 
AKERBLOOM-House 
Carpentry. 


^^MONDAY 
AGAIN?" 


SENIORS 


0 


10.  DAVID  S.  MATTHEWS 


11.  KEITH  A.  NUNES 


12.  RICHARD  P.  OCHS 


1.  RONALD  AMARAL-"the 
rev"-"Abi"-House 
Carpentry-He  likes:  "First 
blood",  "Miami  Vice", 
pizza,  "Petra',  football 

2.  FRANK  BARONE-House 
Capentry 

3.  GARY  BARR-"Barry"- 
House  Carpentry-He 
likes:  "Terminator", 
"Cosby  Show",  pizza, 
"Journey",  skiing 

4.  STEPHEN  BATES- 
"Batesy"-House 
Carpentry-He  likes:  "Wild 
Life",  "Benson",  Chinese, 
"Huey  Lewis",  fishing. 
Skiing 

5.  JOE  DOTEN-"Ozzy"- 
House  Carpentry-He 
likes:"Pee-Wee", 
"SWAT",  seafood, 
"Scorpions",  working 

6.  GLEN  A.  GARFIELD- 
House  Carpentry 

7.  JOHN  R.  GREEN-  House 
Carpentry 

8.  MICHAEL  J.  GROUX- 
House  Carpentry 

9.  JOHN  LANDRY-House 
Carpentry-He  likes: 
"Back  To  The  Future", 
"Cosby  Show",  pizza, 
"Van  Halen",  basketball 

10.  DAVID  S.  MATTHEWS- 
House  Carpentry 

11.  KEITH  A.  NUNES-House 
Carpentry 

12.  RICHARD  P.  OCHS- 
House  Carpentry 


^^SAVE 

THE 

BEST 

FOR 

LAST!" 


SENIORS 


7.  SEAN  E.  FLAHERTY 


8.  JEFFREY  W.  IRR 


9.  CRAIG  A.  MCPHERSON 

4 


a, 


10.  TERRI  A,  PAULEY 


11  PAUL  SIKORA 


12.  MARC  A.  SVIRTUNAS 


1.  JOHN  PETERSON- 
"Petty"-House 
Carpentry-He  likes: 
"Rambo",  "Mash",  pizza 

2.  JERRY  SAHL- 
"Salvortory-'House 
Carpentry-He  likes: 
"Back  To  The  Future", 
"Star  Trek",  pizza 

3.  MARTIN  WYNDHAM- 
House  Carpentry-He 
likes:  "Red  Dawn" 

4.  CHARLES  ALTWEIN- 
"Altwein",  "Altwane", 
"Leper"-House 
Carpentry-He  likes: 
"Commando" 

5.  MICHELLE  CLARK- 
Machine  Drafting-She 
likes:  "Back  To  The 
Future,"  "Cosby  Show," 
Chris,  pizza 

6.  MICHAEL  ELCHUCK- 
"Moose",  "Magilla", 
"Ogan"-Machine 
Drafting 

7.  SEAN  FLAHERTY- 
"Fred"-Machine 
Drafting-He  likes:  "Pale 
Rider",  "Miami  Vice" 

8.  JEFFREY  W,  IRR- 
Machine  Drafting 

9.  CRAIG  MCPHERSON- 
Machine  Drafting 

10.  TERRI  PAULEY- 
"Smurfy"-Machine 
Drafting-She  likes: 
"Terminator".  "Miami 
Vice" 

11.  PAUL  SIKORA- 
Machine  Drafting 

12.  MARC  A.  SVIRTUNAS- 
Machine  Drafting 


^^SEE  YOU 
AT  THE 
RE-UNION. 


/  / 


SENIORS 


1.  JOHN  D.  WALES 


2.  JOHN  BELMORE 


3.  EDWARD  J.  BOTTO 


7.  WADE  W. 
ESTABROOKS 


8.  ROLAND  J,  EVANS 


9.  GARY  S.  FREDETTE 


10.  JON  A.  HAMMOND 


11  GLEN  R.  MANNING 


12.  KEVIN  A.  HUTCHINGS 


1.  JOHN  WALES-Machine 
Drafting-He  likes: 
'terminator",  "Rush" 

2.  JOHN  E.  BELMORE- 
Machine  Shop-He  likes: 
"Rambo",  "Miami  Vice" 

3.  EDWARD  BOTTO- 
"Eclso"-Machine  Shop- 
He  likes:  "Rambo", 
"Twilight  Zone" 

4.  CHRISTOPHER  C. 
CLARK-Machine  Shop 

5.  ROBERT  DAMIANI  JR.- 
Machine  Shop 

6.  MARK  DEFELICE- 
Machine  Shop-  He  likes: 
"Back  To  The  Future", 
"Rambo",  wrestling 

7.  WADE  W. 
ESTABROOKS-Machine 
Shop 

8.  ROLLY  EVANS- 
Machine  Shop 

9.  GARY  FREDETTE- 
Machine  Shop-He  likes: 
wrestling,  "Led 
Zeppelin",  spaghetti 

10.  JON  A.  HAMMOND- 
Machine  Shop 

11.  GLEN  HANNING- 
"Glenzo"-Machine  Shop- 
He  likes:  "Year  Of  The 
Dragon",  pizza,  "Guiding 
Light",  "Prince  And  The 
Revolution" 

12.  KEVIN  HUTCHINGS- 
"Hutch"-Machine  Shop- 
He  likes:  "Rambo",  "Led 
Zeppelin",  "Benny  Hill" 


^^SENIOR 
PARTIES, 
YEAH!" 


SENIORS 


1  ROBERT  H.  KEEPIN  JR.  2.  DOUGLAS  E.  LANNAN  3.  ADAM  S.  LEAVITT 


4.  MARK  J.  PERRY  5.  GARY  R.  PHILLIPS  6.  DAVID  T.  RUSHIA 


10.  MICHAEL  H.  FENNO 


11.  LOUIS  G.  HALL 


12.  JOHN  J.  LEDWELL 


1.  ROBERT  E.  KEEPIN- 
Machine  Shop 

2.  DOUGLAS  LANNAN- 
Machine  Shop 

3.  ADAM  LEAVITT- 
"Howling  Mad 
Murdocl<"-^loidi"- 
Machine  Shop-He  likes; 
"Terminator" 

4.  MARK  PERRY-Machine 
Shop-He  likes:  '^Rambo", 
"A-team",  Lobster,  "The 
Eagles",  Baseball 

5.  GARY  PHILLIPS- 
Machine  Shop 

6.  DAVE  T.  RUSHIA- 
Machine  Shop-He  likes: 
"Rambo",  "Iron 
Maiden",  hamburgers 

7.  CHARLES  A. 
SAMMARCO-Machine 
Shop 

8.  STEVEN  BALDWIN- 
Masonry-He  likes: 
"Rambo",  "Miami  Vice", 
Chinese  food 

9.  ROBERT  BEZANSON- 
Masonry 

10.  MICHAEL  FENNO- 
"Mike"-Masonry-He  likes: 
Invasion  USA,  Miami 
Vice,  Petra,  Football 

11  LOUIS  G.  HALL- 
Masonry 

12.  JOHN  J.  LEDWELL- 
"Lead  Head",  "Lead 
Belly"-Masonry-He  likes: 
"Rambo  H",  "The  A- 
Team",  hot  Dogs, 
hamburgers. 


^^GOODBYE, 
FRESHMEN; 
YOU'RE 
NEXT!" 


71 


1  CHRISTOPHER  MELLO 


4.  BURGESS  C.  PROCTER 


7.  MICHAEL  E.  SIRIGNANO 


5.  EDWARD  A.  REARDON 


8.  KEVIN  M.  WHITMAN 


9.  LEO  BELAND 


^0.  FRANCISCO  P. 
FLATTES 


11.  MICHAEL  J.  GOYETTE 


1.  CHRIS  MELLO-Masonry- 
He  likes:  "Rambo", 
"Happy  Days",  pizza 

2.  SANTOS  MERCADO- 
"Jos"-Masonry-He  likes: 
"Bugs  Bunny",  "Iron 
Maiden" 

3.  TOM  ORTH-"Orthy"- 
Masonry-He  likes: 
"Rambo  II",  "Who's  The 
Boss",  Lasagna 

4.  BURGESS  C.  PROCTER- 
Masonry 

5.  EDWARD  A.  REARDON- 
Masonry 

6.  ERIC  SCHUBERTH- 
"Larry"-Masonry-He  likes: 
"First  Blood  II",  "The  A- 
Team",  "Miami  Vice" 

7.  MICHAEL  SIRIGNANO- 
"Siggy"-Masonry-He 
likes:  "Rambo", 
"Magnum  P.I.",  "muffin" 

8.  KEVIN  WHITMAN- 
"Slim"-Masonry-He  likes: 
"Led  Zeppelin",  parties 

9.  LEO  BELAND-Metal 
Fabrication-He  likes: 
"Scarface" 

10.  FRANK  FLATTES- 
"Snuka"-Metal 
Fabrication-He  likes: 
"Back  To  the  Future", 
"Bill  Cosby  Show" 

11.  MIKE  GOYETTE- 
"Goyette"-Metal 
Fabrication-He  likes:  "48 
Hours" 

12.  TIMMY  JOHNSON- 
"Jocky"-Metal 
Fabrication-He  likes: 
"Rocky  III",  "Popeye" 


12.  TIMOTHY  P.  JOHNSON 


"NOT  MY 
FAULT; 
I  MISSED 
THE  BUS." 


SENIORS 


73 


74 


10.  MARSHALL  G. 
DRUMMOND 


11.  KEITH  A,  HUTCHINGS 


12.  DAVID  E.  JOHNSON 


1.  DARREN  LACHANCE- 
Metal  Fabrication 

2.  RONNIE  MAY-Metal 
Fabrication-He  likes: 
"Rambo",  Hockey 
games.  Hockey  Pucks, 
Hockey 

3.  ED  ROBERTS-Metal 
Fabrication-  He  likes: 
"Rambo",  "World  At 
War",  "Bruce 
Springsteen",  Football 

4.  MARK  SWINIMER- 
"SWIM"-Metal 
Fabrication-He  likes: 
"Rambo",  "Alice", 
Chinese  food,  "Led 
Zeppelin", 

5.  ANTON  WINGREN- 
"MUSKIE"-Metal 
Fabrication-He  likes:  Ben, 
venison,  "Led  Zeppelin", 
hunting 

6.  KENNY  WOOD- 
"WOODY"-Metal 
Fabrication-  He  likes: 
"Scarface",  "Gong 
Show",  "Rush",  partying 

7.  THOMAS  M.  WUSCHKE- 
Metal  Fabrication 

8.  MICHAEL  W.  BARONE- 
"MIKE"-Mill  Carpentry-He 
likes:  "Cocoon",  "Cosby 
Show",  pizza,  "Run 
DMC",  Basketball 

9.  WILLIAM  DECOSTE- 
"BILL"-Mill  Carpentry-  He 
likes:  "Back  To  The 
Future",  "Family  Ties", 
Chinese  or  Italian  food, 
"Beatles",  Hockey. 

10.  MARSHALL 
DRUMMOND-Mill 
Carpentry-He  likes: 
"Cosby  Show",  Boston, 
Baseball. 

11.  KEITH  HUTCHINGS- 
"HUTCH"-Mill  Carpentry- 
He  likes:  "Led  Zeppelin". 

12.  DAVID  JOHNSON- 
"DAVE"-Mill  Carpentry- 


^^WHAT 
TIME 
DOES 
THE  BELL 
RING?" 


SENIORS 


7.  LISA  M.  ANGELLY 


8.  CHARLENE  M.  CADOSE 


9.  DOREEN  D.  GILLIGAN 


10.  APRIL  GOMES 


11  ERIKA  A.  JOHNSON 


12.  BARBARA  J.  KNIGHT 


1.  MICHELE  A.  KNIGHT- 
"Mickey",  ^"Shelley"-Mill 
Carpentry-She  likes: 
"General  Hospital" 

2.  JOSEPH  W.  KOLBE- 
"Joe  Buthole"-Mill 
Carpentry-He  likes: 
"Nightmare  On  Elm 
Street" 

3.  CHRISTOPHER  J. 
LEAMAN-Mill  Carpentry. 

4.  RICKY  G.  MASCHERI- 
Mill  Carpentry-He  likes: 
"Commando",  "Hill 
Street  Blues" 

5.  JOHN  P.  O'CONNELL- 
"Harvey  Bakerstein", 
"Bob  Mcenzie",  -Mill 
Carpentry-He  likes: 
"Fright  Night",  "Miami 
Vice",  lasogna 

6.  BRIAN  E.  WHEELER- 
"Wheeley"— Mill 
Carpentry-He  likes: 
"Back  To  The  Future", 

7.  LISA  M.  ANGELLY- 
"Lee"-Painting  and 
Decorating-She  likes: 
"Rambo" 

8.  CHARLENE  M. 
CADOSE-"Woodstock"- 
Painting  and  Decorating- 
She  likes:  "Rambo" 

9.  DOREEN  D.  GILLIGAN- 
"Reenie",  "Daffy"- 
Painting  and  Decorating. 

10.  APRIL  GOMES- 
Painting  and  Decorating. 

11.  ERIKA  A.  JOHNSON- 
Painting  and  Decorating. 

12.  BARBARA  J,  KNIGHT- 
Painting  and  Decorating. 


"WHEN  IS 

OUR 

NEXT 

VACATION?" 


SENIORS 


7.  HEIDI  M.  VOLKMER 


8.  RICHARD  C.  AHERN 


9.  JAMES  J.  BAUSEMER 


10.  ROBERT  C.  CAYFORD 


11.  MICHAEL  F.  COBB 


1.  MICHELLE  MARIE 
MALINOSKY-Painting  and 
Decorating-She  likes; 
pizza 

2.  WILLIAM  E.  OBIN- 
Painting  and  Decorating 

3.  AMY  RUUSKA-Painting 
and  Decorating-She 
likes:  Brian,  Rambo,  Bill 
Cosby  Show 

4.  JANICE  M.  SMITH- 
Painting  and  Decorating 

5.  GAIL  M.  SORRENTI- 
Painting  and  Decorating- 
She  likes:  10  To  Midnight, 
Bill  Cosby  Show,  pizza. 
Led  Zeppelin,  AC-DC, 
being  with  T.C. 

6.  FRANCES  B. 
TRACHTENBERG-  Painting 
and  Decorating 

7.  HEIDI  VOLKMER- 
"BUBBLES"-Painting  and 
Decorating-She  likes: 
Summer  Rental,  Cosby 
Show,  pizza 

8.  RICHARD  C.  AHERN- 
Plumbing 

9.  JAMES  J.  BAUSEMER- 
Plumbing 

10.  ROBERT  C. 
CAYFORD-Plumbing 

11.  MICHAEL  F.  COBB- 
Plumbing 

12.  PAUL  FEENEY- 
Plumbing 


12.  PAUL  FEENEY 


"YOU'RE 
NOT 
GOING 
TO 

BELIEVE 
THIS, 
BUT  .  . 


SENIORS 


1.  RICHARD  D.  SHANKS  2.  DANIEL  L.  SWEETING  3.  STEVEN  M.  TENORE 

Plumbing  Plumbing  Plumbing 


5.  CHRISTOPHER  WILLIAMS  SEAN  TRAVERS- 

Plumbing  IN  MEMORIAM 


^^NOT  THE 
END, 
JUST  THE 


SENIORS 


"WHAT 
DO  YOU 
MEAN, 
IT'S 

WRONG? 
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CANDIDS 


YEARBOOK  STAFF-  First  Row,  L  to  R: 
Anna  Triolo,  Cheryl  Scimone, 
Regino  Pilon,  Karen  Rabideau, 
Patricia  Martin,  Carol  Sullo.  Second 
Row:  Nancy  Dunn,  Richard  Kelleher, 
Denise  Cronin,  Cyndy  Nyman,  Joe 
Tammaro,  Mark  Conrad. 


NEWSPAPER  STAFF-First  Row,  L  to  R: 
Steve  Austin,  Michael  Oden,  Jason 
Clifton  Second  Row:  Jodi  Rampino, 
Terry  Asci,  Elaine  Parker.  Alison 
Wagner. 


DRAMA  CLUB-  First  Row,  L  to  R: 
Aura  Diaz,  Liz  Sierra,  Tonya  Wilburn. 
Second  Row  Clelia  Golindo, 
DeTonya  Moore,  Azelinda  DePina 


STUDENT  COUNCIL-First  Row,  L  to  R: 
Michelle  Motley.  Lynn  Vacca,  Kothy 
Dennehy,  Joyce  Coward.  Mary 
Ellen  Arena,  Mary  Newbert,  Cindy 
McCarthy  Second  Row  Mr 
Albaugh.  Royschelle  Walgreen,  Ann 
Florio,  Trocey  Wightman,  Patti 
McKenzie,  Teresa  Vinnie,  Brendo 
Bochelder,  Stacey  Forgeron, 
Michelle  Brooks.  Jeff  Irr. 


SENIOR  CLASS  OFFICERS-First  Row,  L  to  R;  Missy 
Justen,  Cheryl  Scimone,  Second  Row:  Michelle 
Brooks,  Lisa  Albonese. 


SOPHOMORE  CLASS  OFFICERS-  First  Row,  L  to  R: 
Lisa  Cutliffe,  Michelle  Motley.  Second  Row:  Derek 
Campbell,  Karen  Sweeney. 


JUNIOR  CLASS  OFFICERS-  First  Row,  L  to  R: 
Patti  McKenzie.  Second  Row:  Kelly  Karis, 
Roxanne  Bunch. 


FRESHMEN  CLASS  OFFICERS-  First  Row,  L  to  R: 
Cheryl  Baker,  Lucy  Albanese.  Second  Row: 
Joyce  Coward,  Rene  Bower. 


,f. 


^7HANKS, 
WE  OWE 
ALL  OF 
YOU!" 


SCHOOL 


i 


^TTS  NOT 
WHETHER 
YOU  WIN 
OR  LOSE, 
I'TS  HOW 
YOU  LOOK! 
(JUST 
KIDDING)" 


SCHOOL 


THINK  OF 
ALL  OF  THE 
GOOD 
TIMES 
AND  THE 
BAD 

ONES  FADE 
AWAY." 


SCHOOL 


) 


MOST  POPULAR-  Ed  Botto, 

Michelle  Brooks 
MOST  TALENTED-  Stacey 
Forgeron,  Mike  Baskin 


BEST  LOOKING-  Corrie 
LaFluer,  More  Dorr 

BEST  ATHLETE-  Mark 
Sarkisian,  Arendas  Myers 


MOST  HELPFUL-  Michelle 
Brooks,  Ed  Botto 

CLASS  FLIRT-  Ed  Botto, 
Stacey  Forgeron 


■  I 


MOST  SPIRIT-  Stacey 
Forgeron,  Mark  Sarkisian 

MOST  LIKELY  TO  SUCCEED- 
Jim  Caffarella,  Kathy  Belbin 


BEST  DRESSED-  Frank 
Flattes,  Cheryl  Scimone 

CLASS  CLOWN-  Stacey 
Forgeron,  Dan  Foley 


^^ONLY 
TIME 
WILL 
TELL." 


SCHOOL 


AUTO  BODY 

First  Row,  L  to  R:  Bob  Barley,  Chuck 
Giombusso,  Ken  Trox,  Norman  Melendy, 
Tom  Krim  Second  Row:  Paul  Smith,  Tom 
Bennett,  Dan  Walsh,  John  Ruscito,  Chrissie 
Frederick,  Susie  Myers,  Rob  Kosh. 


COMMERCIAL  FOODS 

First  Row,  L  to  R:  Phil  Satin,  Francisco  Alves, 
Debbie  Kilsby,  Lisa  Fenton,  Lisa  Pozzi,  Mary 
Newberg,  Steve  Lewandowski.  Second 
Row:  Kim  Johnson,  Shannon  Woodward, 
Missy  Hamilton,  Maureen  Sullivan,  Barry 
Solomon.  Third  Row:  Robin  Willis,  Donald 
Burke,  Michelle  Payne,  Terri  Fuhs,  Michelle 
Porter,  Bill  Scannell,  Delicia  Bell,  Jeff 
Dalrymple,  Ann  McCarthy,  Jay  Sinkiewicz, 
Tom  Adkins,  Harlan  Bunkin. 

AUTO  MECHANICS 

First  Row,  L  to  R:  John  Goss,  Rob  Fitton, 
Dave  Zelle,  Mike  Nystrom,  John  Kelly  Frank 
Powers,  Second  Row:  Rich  Rodriques, 
Steve  Jones,  Roy  Hogoboom,  Rob  Oxton, 
Bill  Freitas,  Rob  Herman,  Mary  Beth  Silva, 
Paul  Gomes,  Ron  MacNeil,  Jim  Sandell. 


COSMETOLOOY 

First  Row,  L  to  R:  Katy  Auditore,  Cheryl 
Gauss,  Stacy  Nistendlrk.  Helga  Scherzer, 
Cindy  Bragg  Second  Row:  Lynda  Skinner, 
Laurie  Pike,  Patti  McKenzle,  Cindy 
McCarthy,  Susan  Murphy,  Denise  Moloney, 
Annette  Glannini. 

CABINET  MAKING 

First  Row,  L  to  R:  Robert  Mayo,  Scott 
DeCoste,  Steve  Mcllvene,  Eddie  Welch, 
Rick  Powers,  Kevin  Widdop,  Brian 
Collymore,  Ken  Young,  Brian  Jackie. 


DIESEL  REPAIR 

First  Row,  L  to  R:  Paul  Resendes,  Joe 
Meulenaere,  Chuck  Randall,  Bob  Miller, 
Paul  Gomes,  Herb  Gurney,  Second  Row: 
Todd  Rossi,  Mike  Curran,  Harold  Ireland, 
Bob  Berry,  Dave  Berglund,  Dave  Bateman, 
Todd  Cantalupo. 

COMMERCIAL  ART 

L  to  R:  Mark  Conrad,  Jason  Clifton,  David 
Feight,  Houo  Her,  Chris  Niccoli,  Roberto 
Sotomayer,  David  Barreira,  Rich  Kelleher, 
Patricia  Martin. 


DISTRIBUTIVE  EDUCATION 

First  Row,  L  to  R:  Robin  Ribeiro,  Ruth  Wales, 
Kim  Sacco,  Cathy  Warren,  Kristen  Glavin, 
Mary  Beth  Hayes,  Laura  Flore,  Deanna 
Bailey,  DIanne  Petto,  Danielle  Hottenrot. 


"GOOD 
LUCK 
CLASS  OF 
1986;  WE 
LOVE  YA!" 


SCHOOL 


ELECTRICAL  APPLIANCE  REPAIR 

L  to  R:  Eugene  Marachino.  Scott  Sweet- 
ing, Mictiael  Rodrigues,  Michael  Nonger- 
oni,  Michael  Terwilliger,  Jeft  Nashawaty, 
Paul  Junkins. 


HEALTH  SERVICES  ASSISTANT 

First  Row.  L  to  R:  Kelly  Karis,  Roxanne 
Bunch,  Dawn  Rowell,  Barbara  Lunn,  Bar- 
bara Miller,  Second  Row:  Donna  Orlan- 
do, Suzie  Bousquet,  Marcia  Lurie,  Mi- 
chelle Welch,  Patty  Catalfamo,  Susan 
Howley,  Kelly  Nopolitan.  Third  Row:  Mi- 
chelle Fulton,  Karen  Anderson,  Kelly 
Hutchings,  Joanna  Sisson,  Lisa  Crone, 
Tina  Ostroski,  Lynette  Chuckran,  Debbie 
Shedin. 

ELECTRICITY 

First  Row,  L  to  R:  Paul  Reed,  Chris  Wright, 
Sean  Lorkin,  Mike  Cook,  Adam  Meal, 
Dave  Cellini,  Second  Row,  L  to  R:  Kevin 
Stone.  Pat  Harrington,  Carl  Bousquet, 
Tom  Jamieson,  John  Thomas,  Andrew 
Calabrese,  Ed  Lynch,  Tony  Soares 


HOUSE  CARPENTRY 

First  Row,  L  to  R:  Paul  George,  Paul  Sirig- 
nano,  Tony  Ventresco,  James  Lucy,  Eric 
Mills,  James  Breoult,  Robert  English.  Sec- 
ond Row,  L  to  R:  Sean  Dwyer,  Jim  Lan- 
dolfi.  Rob  Rivord,  James  Flores,  Danny 
Murphy,  Dwight  Crosby,  Sean  Brassil. 
Third  Row,  L  to  R:  Nancy  Bouve,  Mike 
Yelle,  Jeff  Johnson,  John  Leonard,  Joe 
Johnson. 

ELECTRONICS 

First  Row,  L  to  R:  Rosa  Aguier,  Lisa  Ander- 
son, Donald  Smart,  Joe  Austin,  Second 
Row.  L  to  R:  Ken  Zarello,  John  Alexander, 
John  Reardon,  John  Kelliher,  Steve  Bonin, 
Steve  Parolin.  Jason  Seltsam,  Paul  Coyer. 
Ken  Morrison. 


MACHINE  DRAFTINO 

First  Row.  L  to  R:  Paul  Pearson,  Mike  Morri- 
son, Eddie  Borges,  D  Second  Row,  L  to  R: 
Chris  Thompson,  Matt  Trovers,  Sam  Pear- 
son, Greg  Sarkisian,  Glen  Hillcoat,  Bruce 
Linfield. 

GRAPHIC  ARTS: 

First  Row,  L  to  R:  Kevin  Carini,  Nancy 
Dunn,  Sandy  Harding.  Carol  Sullo.  Denise 
Cronin.  Sheri  Deslourier,  Elaine  Parker. 
Rob  Fongealiaz,  Diane  Froio  Second 
Row,  L  to  R:  Scott  Manning,  Jodi  Ram- 
pino,  Sandi  Slattery,  Cindy  Bloney,  Lee- 
Ann  Bonnie,  Terry  Asci,  Kellie  Becker, 
Mike  Oden. 


MACHINE  SHOP 

First  Row,  L  to  R:  Richard  Hinkson,  Scott 
LaValley,  Michael  Szewczyk,  Edward 
Major,  Lester  DeVincent,  Michael  Meurl- 
ing.  Second  row:  Thomas  Price,  Chris 
Harney,  Brian  Thompson,  Joseph  Car- 
reiro,  Gary  Dolins,  Mark  Ruvich,  Manfred 
Liedtke,  Stephen  Bean,  Robert  Heoley 


"WHAT 

DO 

YOU 

MEAN, 

TAKE 

MORE 

NOTES?" 


SCHOOL 


MASONRY 

First  Row,  L  to  R:  Tim  Flaherty,  Lenny  Wer- 
ra,  Russ  Derome.  Second  Row:  Jessica 
Buczek,  Joe  Skippar,  Joe  Kinan,  Jeff 
DeBay. 


PLUMBING 

First  Row,  L  to  R:  Chris  McSharry.  Gene 
McKenna,  Kevin  Nelson.  Gene  McKenna, 
Joseph  J.  Lepro,  Todd  E.  Jewett.  Phillip 
Harris,  Second  Row:  Charles  Sliney.  Paul 
Mohan,  Ron  Meyerowitz,  Marc  Niosi,  Kris 
Drago. 

METAL  FABRICATION 

First  Row,  L  to  R:  Melisso  Hixson,  Paul  Fitz- 
gerald, Eric  Barnhardt,  E.J.  Walsh.  James 
Kendall,  Pat  Farrell,  Marc  Arnone,  Gary 
Jackson.  Second  Row:  Marlon  Tauriac. 
Kyle  Nadeen,  Brian  Watson,  Scott  Miller. 


AUTO  BODY 

First  Row,  L  to  R:  Bill  MacDonald.  Kevin 
Murphy,  John  Loder,  Lenny  Ruggiero. 
Second  row:  Kevin  Orlando,  Carl  Mon- 
oogian,  Paul  Vesucvitz.  Ron  Picard.  Tim 
Hansen,  Mark  Crowell,  Jay  Raynard,  Bri- 
an Clancy. 

MILL  CARPENTRY 

First  Row,  L  to  R:  Shawn  Galvin,  Kevin 
Willis.  John  Kelly,  James  LeClair.  Scott 
Morse.  Second  Row:  Phillip  Pilon.  Mike 
Feeney,  Bill  Engstrom,  Bill  Francis,  Tom 
Chuba. 


AUTO  MECHANICS 

First  Row,  L  to  R:  Greg  Noble.  Steve  La- 
Bossiere,  Eddie  Fanning.  Jerry  Ebbs. 
Derek  Hunter.  Stephen  Williams.  Jeff 
Smith.  Mark  Leonard.  Rick  Sullivan,  Jim 
Longobardi.  Andy  Shevchuk.  Second 
Row:  Bruce  Morse.  Brian  Dye,  Kevin 
Hoeg,  Arman  Hagopian,  Tom  McLaugh- 
lin, John  MacMullen.  Robert  Robishaw, 
Shawn  Murphy,  Rob  Prosper,  David  New- 
ell, Chris  Willioms,  Sylvain  Guilbord. 

PAINTINO  AND  DECORATING 

First  Row,  L  to  R:  Sherry  Damiano,  Suzie 
Grouz,  Heather  Jenness,  Tracy  Grispi. 
Second  Row:  George  Bentley.  Mary  Kjel- 
gaard,  Cori  Neilan,  Nancy  Farrar,  Lisa 
Thompson,  Tammy  Duffy,  Richard  Pina. 


AUTO  MECHANICS  (SPECIALIZED) 
First  Row,  L  to  R:  Richard  Bethune,  Bob 
Barnaby,  Kevin  Aylward,  Ricky  Bragg, 
Peter  Jameson,  Second  Row:  Bruce  Bai- 
ley, Dan  Hovestadt,  Tina  Briggs,  Arthur 
Butler.  Bob  Moore, 


WOULD 
LIKE  TO 
TRAVEL 
AROUND 
THE 

WORLD." 


SCHOOL 


CABINET  MAKINO 

First  Row,  L  to  R:  Chris  Persson,  David 
Bartos,  Tommy  Burros,  Bob  Gillis,  Jim  Spring, 
Todd  Wtiite,  Mike  Thompson,  Barry  Cohen, 
Jerry  Hughes,  Joe  Fanizzi,  Jim  McCarthy, 
Carl  Goodman. 


DIESEL  REPAIR 

First  Row,  L  to  R:  Jose  Deandrode,  Billy 
Rich,  Donny  Hatch,  Mark  Russo,  Jim  Kuhn, 
Paul  Deveareux,  Mark  Ollveira.  Second 
Row,  L  to  R:  Allison  Hennen,  Dave  Durling, 
Brett  Gulick,  Anthony  DiMoggio,  George 
Climo,  Mark  Smith,  Jeff  Williams,  Eric 
Rabinovitz.  Toni  Moreshead. 

COMMERCIAL  ART 

First  Row,  L  to  R:  Somontho  Taber,  Kerri 
Scherzer,  Vicki  Scherzer,  Debbie  Burton,  Jill 
Minsk.  Second  Row,  L  to  R:  Mike  Statkus, 
Paul  Burke,  Delroy  Franklin,  Steve  Baronian. 


DISTRIBUTIVE  EDUCATION 

L  to  R:  Kim  Sellers,  Laura  Leverone,  Kim 
Kelloway,  Tonya  Wilburn,  Leah  HIggins. 

COMMERCIAL  FOODS 

First  row,  L  to  R:  Derek  Campbell,  Kevin 
Dion,  Bill  Bonaparte,  Jennifer  McLaughlin, 
Sharon  Shevchuk,  Kerryann  Walsh,  Kandi 
Preus,  Janet  Harvey  Second  Row,  L  to  R: 
Scott  Rees,  Lisa  Cutliff,  Royschelle 
Wallgreen,  Brenda  Bachelder,  Kathleen 
Dennehy,  Shane  Philips,  Julie  Goode, 
Leeanne  Finnigan,  Melissa  Morris,  Cheryl 
Ducharme,  Stacy  Nolen,  Lisa  Bouche, 
Michelle  Gibson 


ELECTRICAL  APPLIANCE  REPAIR 

L  to  R:  Kim  Swale,  David  Becker,  Leo 
Doyle,  Jeff  Stastny,  Dennis  Hoverstadt, 
Chris  Angelo. 

COSMETOLOOY 

First  Row,  L  to  R:  Trade  Madonna,  Heather 
Bundas,  Lisa  Frechette,  Second  Row,  L  to 
R.  Linda  Depina,  Stace  Malone,  Celio 
Galindo,  Carlo  Crealese,  Kristin  Young, 
Monique  Gomes,  Michelle  Isenstadt. 


ELECTRICAL  APPLIANCE  REPAIR 

First  Row,  L  to  R:  Marc  Folson,  Stephen 
Gallant,  Stephen  Sousa,  Tony  Michael, 
Gary  Swortz,  Timothy  Price,  Donald  Hunt, 
William  Gladding,  Thomas  Porter.  Second 
Row,  L  to  R:  Richard  Ollveira,  Ronald  Fiske, 
Peter  McEnaney,  Kevin  Lima,  John  Pierce, 
Brian  Galbatto,  Joseph  Gustowski,  Michael 
Smart,  Sean  Silver. 


'I* 


PLAN  TO 
BE  THE 
BEST  IN 
MY 

TRADE." 


SCHOOL 


ELECTRICITY 

L  to  R:  Karl  Amber,  Damon  Bligh,  Mark 
Faherty,  Peter  Burgess.  Kevin  Cronin, 
James  Beal. 


HOUSE  CARPENTRY 

First  Row,  L  to  R:  Jim  McDermott,  John 
Zenus,  Andre  Biair,  Jimmy  Lyons,  Steven 
Goldberg,  Mil<e  Rello,  Joe  Wright,  Charles 
O'Rourke,  Second  Row:  Jay  Whitkens, 
Gregg  Pierro,  Curt  Towne,  Tom  Wilkinson 
Sovid  Delsignor,  Andy  Audette,  Eric 
Godsoe,  Jim  St.  Pierce,  Bill  Jordan,  Ed 
Naughton. 

ELECTRONICS 

First  Row,  L  to  R:  Scott  Caffarella,  Tony 
Sferrazza,  Dana  Rolfe,  Gary  Havey, 
Second  Row:  Al  Smith,  Bob  Martin,  Derek 
Mello,  Jonathan  LaFranchise,  Jason  Davies. 
Patrick  Destrampe,  Jeff  Hansen  Mark 
Randlov. 


MACHINE  DRAFTINO 

First  Row,  L  to  S:  Mike  Feldman,  Peter 
Constantine,  Terri  Blanchard,  Brian  Landolfi, 
Second  Row:  George  Rajoia,  Jennifer 
Adams,  Paul  Bakko,  Billie-Jo  Allen,  Greg 
Emerald,  Bobby  K.  Pressley. 

GRAPHIC  ARTS 

First  Row,  L  to  R:  Andrew  Richards,  Kerri 
Heeks,  Heather  Cram,  Robin  Harris,  Sandy 
Hammond,  Chris  Ruddy,  Kim  Kloff,  Second 
Row:  Dennis  Johnston,  Karen  Sweeney, 
Carlene  Biffin,  Coleen  Benson,  Shannon 
Duquette,  Michelle  Yankun,  Dawn  Newby, 
Tim  Ouillette,  Sharon  Libby. 


MACHINE  SHOP 

First  Row,  L  to  R:  Steve  Calitri,  Wayne 
Zifcak,  Adrian  DuCille,  Dale  Pooler,  Ed 
Thomas,  Tim  O'Connor.  Second  Row: 
Robert  Mandeville,  Scott  May,  Joe 
Bevilocqua,  Alan  Orlandella,  Jason  Parks, 
Ed  O'Neil,  Mark  O'Reilly,  Chuck  Smith, 
Steven  St.  Clair,  Dorryi  Saunders. 

HEALTH  SERVICES 

First  Row,  L  to  R:  Lynn  Hogen,  Toni  Yarletts, 
Angelina  Poliatti,  Sue  Damiano,  Marie 
Dehoy,  Diane  Heirty,  Tina  Maclnnis, 
Michelle  Motley,  Kim  Pacheco.  Second 
Row:  Sherry  St.  James,  Tammy  Bullard, 
Lynn  Vacco,  Lee  Brindley,  Kim  Doten, 
Nancy  Gladding,  Donna  Waters,  Susan 
Emerson,  Patti  Craig,  Evelyn  Gichel,  Kelly 
Ellsworth. 


MASONRY 

First  Row,  L  to  R:  Robert  Bishop,  Todd 
Sarkision,  Mike  Whalen,  Second  Row: 
Eddie  Czubyk,  Sean  Hall,  Bill  Froehlich, 
Dabe  Aberdeen,  John  Miett,  Mark 
Rubocka. 


"I  PLAN  TO 
LIVE  LIFE 
TO  IT'S 
FULLEST!" 


SCHOOL 


METAL  FABRICATION 

First  Row,  L  to  R:  James  Perkins,  Fred  Dav- 
enport, Kevin  Lewandowski,  Kevin 
Sweeney,  Steven  Sproul,  Glen  Bredberg, 
Tom  Tracey,  Second  Row,  L  to  R:  Jim 
Flaherty,  Wayne  Birk,  Dale  Ttiistle,  Adam 
Lerner,  Colin  Rogers,  Ricti  Mattier,  Sean 
Poillucci,  Tim  Gorman,  Jeff  Colossi,  Ed 
Shatieen. 


AUTO  BODY 

L  to  R:  Susan  Baker,  Peter  Diman.  Mary 
Ellen  Arena,  Chris  Brown,  Bob  Vinskus, 
Mike  Allen,  Mark  Eorley,  Paul  Dumas, 
Shawn  Willis,  Rod  Tirrell. 

MILL  CARPENTRY 

L  to  R:  Derek  Brides,  Bruce  Norton,  Doug 
Sanger,  Tim  McCarthy,  Joy  Jock,  Eddy 
Johnson,  Alfred  Duquette,  Tim  Searlata. 


AUTO  MECHANICS 

First  Row,  L  to  R:  Kerrianne  Horsmon,  Tra- 
cy Pascorelli,  Tanya  Miller,  Potty  Swale, 
Denise  Pilon,  Paulo  Packard,  Michelle  En- 
glish, Kim  MacDonold,  Denise  Harley, 
Mike  Ireland.  Second  Row,  L  to  R:  Carlos 
Rodriques,  Joe  Medeiros,  Tom  Kelly,  John 
Tsilis,  Brian  McEntee,  Louis  Pacheco, 
Dave  O'Neil,  Greg  Sontillo,  Ronnie  Reed, 
Jim  Fortier,  Jim  Trevains,  Jeff  Feldmon 

PAINTING  AND  DECORATINO 

First  Row,  L  to  R:  Khristi  Kirby,  Jen  Smith, 
Tonya  Moore,  Aura  Diaz,  Elizabeth  Sierra. 
Second  Row:  Tammy  Searlata,  Mary 
Beth  Winters,  Eric  Whittington,  Vollerie 
Thurston,  Louro  Coad. 


CABINETMAKINO 

L  to  R;  Roger  Lydick,  Scott  Gorqiulo, 
Drew  Pearson,  Vince  Grosso,  John  Get- 
chell,  Joe  Asci,  Jason  Widdop,  Mike 
Gear,  Mike  Goodman,  Mike  Arsenoult. 

PLUMBING 

First  Row,  L  to  R:  Doug  O'Neil,  Kevin  Flan- 
agan, Bill  Murray,  Mike  Izbicki,  Scott  Be- 
sorick,  David  Garfield,  John  Hannon, 
Second  Row,  L  to  R:  Rich  Madden,  Chris 
Walsh,  Paul  Trapp,  Roland  Cole,  Keith 
Debay. 


COMMERCIAL  ART 

L  to  R:  Derek  Bolinder,  Greg  Miller,  Frank 
Perry,  Nicole  Derome,  Tracey  Hanson, 
Kristen  Dunn,  Tate  Snelgrove,  Donny  Bai- 
ley, Phil  Philbern,  Marc  Daniels 


COMMERCIAL  FOODS 

First  Row,  L  to  R:  Nancy  Mockus, 
Maryanne  Joyce,  Michael  Keith,  Gerald 
Ferguson,  Eric  Amico,  Steven  Rosado 
Second  Row,  L  to  R:  Ginny  Gorman, 
Bonnie  Shearing,  Heidi  Burke,  Deena 
Masse,  Michelle  Tobin,  Rebekoh  Capeau, 
Andro  Guenord,  Keith  Martinelli,  Charles 
Caldwell,  Joe  Franklin,  Anne  Pasquarosa. 


ELECTRICAL  APPLIANCE  REPAIR 

First  Row,  L  to  R:  Julie  Hutchings,  Susan 
Reed,  Jacqueline  Walsh,  Chrissy  Morals, 
Corinne  Cummings,  Mike  Werro.  Second 
Row:  Joan  Earl,  Julie  Jardine,  Cathy 
Flannery,  Lisa  Pinnette,  Lenny  Orton,  Scott 
Stober,  Michelle  Young. 

COSMETOLOOY 

First  Row,  L  to  R:  Carol  MacDonold,  Kristin 
Costello,  Stephanie  Fallon.  Second  Row; 
Dawn  Thompson,  Tammy  Boswell,  Amie 
Dabreu,  Kristine  Laurendeau,  Vera  Silva, 
Lisa  Davy,  Stacey  Mendell,  Kimberly 
Willette. 


ELECTRICAL  APPLIANCE  REPAIR 

First  Row,  L  to  R:  Glen  Ribeiro,  Dominic 
Faico,  Debra  Holyoke,  Pamela,  Daley, 
Gerald  Siebe,  Rich  Blomstrom,  Matthew 
Lake-Nestor,  Daniel  Galboto,  Leonel 
Rodriques.  Second  Row:  Ralph  Diprimlo, 
Laurie  Price,  Pamela  Ducharme,  Anthony 
Settlers,  James  Bradley,  Richard  Johnson, 
Jeff  Lincoln,  Thomas  Fehervan,  Jeff 
Harnden,  David  Heeks. 

DIESEL  REPAIR 

First  Row,  L  to  R:  Theresa  Fencer,  Michelle 
Miceli,  Down  Howland,  Marci  Stratkus, 
Derek  Kaufman,  Second  Row:  Marty 
Damvon,  Ken  Churchill,  Bob  Gibbons, 
Jamie  Mosom,  Kevin  Hoyn,  Joe  Amoral, 
Ricky  Ellis,  Brian  Boudreou,  Richard  Best, 
Third  Row:  Aaron  Levenson,  Richard  Duell, 
Scott  Arno,  Bobby  Kenword,  Andy 
Pasquine  Billy  Dearth,  Gory  Cristina,  Manny 
Scores. 


ELECTRICITY 

First  Row,  L  to  R:  John  McGunagle,  Derek 
Pinto,  Mike  Polito,  Richard  Perry,  Ricky  Pino, 
Reggie  Picono,  Kevin  O'Sullivan. 

DISTRIBUTIVE  EDUCATION 

L  to  R:  Scott  Woods,  Shannon  Harrington, 
Lee-Anne  Powers,  Cheryl  Baker,  Linda 
O'Toole,  Paulo  Prendergast,  Ann-Marie 
Gerrior,  Michelle  Duhlamel. 


ELECTRONICS 

L  to  R:  Mike  Hall,  Mark  Mohan,  Sue 
Bunavicz,  Odelta  Veigo,  Peter  Faulkner, 
Craig  Corey,  David  Ribeiro. 


INSTRUCTORS 

REALLY 

CARED; 

THEY 

SHOULD 

BE 

COMMENDED" 


ORAPHIC  ARTS 

First  Row,  L  to  R:  Katie  Farrar.  Anne 
Gomes,  Elizabeth  Faulker,  Paulette  Fuller, 
Christine  Kingsley,  Eric  Reed,  Lori  Laiwen- 
eek.  Second  Row.  L  to  R:  Deeondra 
Hurte,  Mike  Petta,  Susan  Trapp,  Franny 
Faherty,  Mark  Blanchard,  Jeff  Martin, 
Mark  Pettinelli,  Paul  Marrone,  Melissa 
Jordan. 

MACHINE  SHOP 

First  Row,  L  to  R:  John  Herron,  David  Mc- 
Carthy, Albert  Bellao,  Ernest  Bailey.  Sec- 
ond Row,  L  to  R:  James  Follet,  Aaron 
Short,  John  Gill,  Tom  Regas,  Chris  Robin, 
Walter  Johnson,  Scott  Graham.  Third 
Row:  Charles  Ross,  Mottew  O'Neill, 
Michael  Taxiera,  Paul  Kotski,  Matthew 
Ricci,  Matthew  Clifford,  Moses  Sousa, 
Mark  Merrling,  Michael  Kane. 

HEALTH  SERVICES 

First  Row,  L  to  R:  Linda  Orlando,  Mary 
Sheehy,  Kim  Sullo,  Michelle  Washburn, 
Anita  Martin,  Lori  Kimball,  Julie  Duncan, 
Susan  Doherty.  Second  Row,  L  to  R:  Con- 
nie Seagroves,  Michelle  Leonard,  Janice 
Francis,  Jenhifer  DeAngelo,  Julie  Fiore, 
Sherri  Voagner,  Jennifer  Cobb,  Christine 
Kinan,  Jill  Atkinson,  Debbie  Kritzman,  Mi- 
chelle Credit. 


MASONRY 

First  Row,  L  to  R  Chuck  Sargent,  Sean 
Keileher,  Rob  Roy  MacGregor,  Peter 
Craig,  David  Milton.  Second  Row:  Steph- 
anie Coad,  Stuart  Thellen,  Mike  Weaver, 
Stephen  Leaman,  Stacey  Ferguson. 

HOUSE  CARPENTRY 

First  Row,  L  to  R:  Jim  Egan,  Rich  Johnson, 
Joe  Vodden,  John  Swale,  Joe  Miller, 
Chris  Moron,  Craig  Jennings.  Second 
Row,  L  to  R:  Dave  Porter,  Bill  Genens,  Pot 
Howard,  Mark  Gettinelli,  Mark  Domeni- 
cucci,  Mark  Kelly,  Bill  Rennie,  Ralph  La- 
Voie,  Robert  Berglund,  Billy  Powers,  Chris 
Davidson. 


METAL  FABRICATION 

First  Row,  L  to  R:  William  Sheehan,  Steve 
Monteiro,  Neil  Von  Magnus,  Keith  Accio- 
vatti,  Grainger  Swale,  David  Ferris,  Roger 
Smith.  Second  Row,  L  to  R:  David  Leal, 
Wayne  Bryant,  Curtis  Gray,  Bruce  Whit- 
temore,  Keith  Shanks,  Kevin  Smith,  Roy 
Brady,  PeterSanchez,  Mike  Conneen, 
Dan  Sullivan,  Jerry  Ford,  Mike  Carney, 
Anthony  Downey,  Steve  Austin. 

MACHINE  DRAFTING 

First  Row,  L  to  R  Scott  Gardner,  Jim 
Burns,  Bob  Morgano,  Bob  Brown.  Second 
Row,  L  to  R:  Sean  O'Reilly,  Roy  Meulen- 
oere,  Brian  Doten,  Wayne  Palm,  Chris 
Gibson,  Kim  Enos,  Miquel  Vega,  Benjamin 
Olitsky 


MILL  CARPENTRY 

L  to  R:  Robert  Kubera,  Joe  Neil,  Rich  Hol- 
yoke,  Mike  Chandler,  Mike  Shea,  Matt 
Johnson,  Jason  Dupuis,  Chris  Hanson 


^lET  THE 

GOOD 

TIMES 

ROLL, 

BROTHER! 


/  / 


SCHOOL 


PAINTING  AND  DECORATINO 

First  Row,  L  to  R:  James  Guarino,  Diane 
Resendes,  Beth  Paine,  Koleen  Ennerson, 
Laurianne  McGuinness.  Second  Row: 
Shawno  Sweeney,  Jessica  Enos,  Michelle 
Knochel,  Kelly  Mcintosh,  Christina  Kirven. 


PLUMBINO 

First  Row,  L  to  R:  Mike  Wightman,  Scott 
Anderson,  Mario  Rizzo,  Peter  Lawson. 
Second  Row:  Shawn  Sullivan,  John  Coy. 


BUILDINO,  OROUNDS,  REMODELING  AND 
REPAIR 

L  to  R:  Tommy  Odea,  Scott  Aspelin, 
Mark  Winslow,  Bill  Vodden, 


Taking  the  photographs  of  1500  students 
and  matching  the  names  to  the  faces  Is 
a  difficult  task  at  best.  If  we  have 
omitted  or  misplaced  any 
underclassmen,  please  accept  our 
sincere  apologies.  Thank  You,  The 
Yearbook  Staff 


^7HE 

ATHLETICS 
ARE  PART 
OF  THE 
MANY 
FACETS 
OF  THE 
SCHOOL 
THAT 
ROUND 
US  OUT." 


SPORTS 


First  Row  L  to  R;  Mark  Wilson,  John 
Goss,  Tim  Jhonson,  Dave  Jhonson, 
Paul  Feeny,  Tony  Ventresco, 
Second  Row  L  to  R;  Bill  DeCoste, 
Jim  Ventresco,  Marty  Drummond, 
Mark  Perry,  Dave  loggata,  Todd 
White,  Mr.  Jhonson 


First  Row  L  to  R,  Ken  Zorrella,  Bob 
Miller,  Marlon  Toriac.  Santos 
Mercado,  Steve  Mcllvene,  John 
Thomas,  Scott  DeCoste,  Second 
Row  L  to  R,  Mr.  O.Rourke,  Shawn 
Donnelly,  Mike  Isbiki,  John  Zenus, 
Mark  O.Reilly,  Dan  Ford,  Tom 
Chubba,  Tim  Price 


^^GREAT 
TIMES  TO 
REMEMBER" 


SPORTS 


\ 


First  Row  L  to  R  Kim  Pochco,  Bonnie 
Shearing.  Laurie  Kimbol.  Nicole  Der- 
ome  Second  Row  L  to  R  Kim  Crosby, 
Detonya  Moore.  Lynn  Vacca,  Ctiris 
Albanese,  Jennifer  Adams.  Cindy 
Muleneare.  Mr.  Carini 


"IT  WAS 
FUN 
WHILE 
IT 

LASTED" 


SPORTS 


"WIN 
OR  LOSE, 
WE  LOVE 
THOSE 
HAWKS!" 


CANDIDS 


THAT 
A  COIN 
OR  A 
FLYING 
SAUCER?" 


First  Row  L  to  R:  Marc  Door,  Danny  Sweeting.  Norman  Foote,  Chris  Williams,  Rich  Shanks,  Mark 
Scrkisian,  Tim  Johnson,  Tom  Orth,  Andy  Wingren,  Kenny  Wood,  John  Mendonca,  Marty  Drummond 
Second  Row  L  to  R:  Coach  Ken  Buckly,  Jeff  Irr,  Steve  Hagopian,  Darwin  Phillips,  John  Gross,  Jim 
Breault,  Tom  Jaimeson,  Tom  Chuba,  Mark  Chisam,  David  Aberdine,  Carl  Bousquet,  David  Feight, 
Rich  Perry  Third  Row  L  to  R:  Pat  Distrampie,  Tim  O'Connel,  Todd  Sarkisian,  Greg  Sarkisian,  Scott 
Miller,  Brian  Watson,  Don  Ford,  Tony  Ventresco,  Pat  Harrington,  Paul  Reed,  Coach  George  Macarrin, 
Head  Coach  John  Scully 


^2A 


^25 


SPORTS 


\ 


i 


r 


T 


First  Row  L  to  R:  Scott  Arno.  John 
McGonagle,  Peter  Faulkner,  Matt 
Clifford,  Steve  Monteiro,  Bob 
Gibbons  Second  Row  L  to  R:  John 
Tsilis,  Barry  Rounds,  Keith  Accionatti, 
Rich  Pino,  Mark  Meurling,  Jerry 
Siebe,  Mike  Shea,  Mike  Savage, 
Roy  Brady,  Dan  Galbato  Third  Row 
L  to  R:  Coach  Engelhardt,  Chris 
Gibson,  Chuck  Sargent  Manny 
Soares,  Mike  Weaver,  Mark 
Blanchard,  Rich  Holyoke,  Steve 
Feldman,  Mike  Poole,  Ralph  LaVoie 


"NICE 
MOVE 
HAWKS!" 


SPORTS 


First  Row  Left  to  Right:  Mr. 
MocionziG,  Mr.  Major.  Frank  Fox, 
Rich  Kelley.  Mil<e  Hall,  Paul 
Siriagono,  Bob  English,  Dave 
Johnson.  Second  Row  Left  to  Right; 
Mr.  0'Roul<e,  Duane  Lindsey,  Bob 
Del  Grosso,  Jeff  Nashawty,  Bill 
Scannell,  Rich  Hinkson,  Mike 
Terwilliger,  Keith  McKenna,  E.J. 
Walsh,  Mark  O'Reilly,  Dave 
Aberdeen,  Paul  Fitzgerald,  Mike 
Whalen,  Mr.  Vardaro 


^^WE'RE 
OUT  TO 
BE  THE 
BEST." 


SPORTS 


First  Row,  L  to  R:  Dereck  Hunter, 
Mike  Arsenault,  Mike  Hall.  Bob 
Brown,  Ed  O'Neil.  Second  Row: 
Stiawn  Murptiy,  Jason  Dupuis, 
Martin  Wyndhom,  Mark  Niosi.  Mike 
Carifio,  Sean  Sullivan,  Coacti 
Vardaro 


"DO  YOU 
BELIEVE 
THAT 
SHOT?" 


SPORTS 


ti 


CROSS  COUNTRY  TEAM 

First  Row  Left  to  Right:  Bill  Murray, 
Mike  Nangeroni  Second  Row  Left 
to  Right:  Steve  Baronian,  Roland 
Cole.  Kevin  Carini.  Steve  Bonin 


^^JUST 

AWESOME, 

HAWKS, 

JUST 

AWSOME." 


SPORTS 


L  to  R:  Mr.  Anderson,  Mark  Rello, 
Tom  Burns,  Dove  Johnson  Mike 
Bcrone.  Bill  DeCoste,  Chris  Leomon, 
Mork  Randlov,  Chris  Hanson 


^TTS  BEEN 

TOUGH, 

BUT 

IL  MISS 


IT." 


SPORTS 


^TVE 
RECEIVED 
VALUES 
THAT  WILL 
LAST  A 
LIFETIME!" 


First  Row  L  to  R.  Brian  Jackie,  Ed 
Reardon,  Steve  Bonin,  John 
Belmore.  Brian  Wlieeler,  John 
Madonca,  Jeff  irr,  Ed  Major.  Paui 
Reed,  Ed  Roberts,  Second  Row  L  to 
R;  Mike  Nangeron,  Ron  Picard,  Mike 
Feeney,  Jason  Clifton,  Roland  Cole, 
Bill  Murray,  Denise  Cronin,  Melissa 
Hixon,  Kerry  Walsh,  Tracey 
Madonna,  Kevin  Carini,  Franklin 
Delroy,  Steven  Barionian,  Jason 
Davies,  John  Pierce,  Jim 
McDermott,  Chris  Walsh,  James  St 
Pierre,  Paul  Gomes 


LIKE 
THE  SELF- 
DISCIPLINE 
INVOLVED 
WITH 
SPORTS." 


SPORTS 


^  INSTEAD 
OF 

FOLLOWING 
A  PATH, 
MAKE  YOUR 
OWN." 


First  Row,  L  to  R:  Renee  Bowie, 
Christine  Kingsley,  Paulette  Fuller, 
Lori  Kimball,  Michelle  Washburn, 
Nicole  Derome  Second  Row,  L  to  R: 
Mary  Lynch  (coach),  Mary  Beth 
Winters,  Ginny  Gorman,  Deeandra 
Hurte,  Debbie  Caprau,  Kathleen 
Farrar,  Anne  Pasquarosa 


^lEGS 
ARE  AN 
IMPORTANT 
PART 
OF  THE 
SCHOOL." 


SPORTS 


Top  Row.  L  to  R:  Jennifer 
McLaughlin,  Stacey  Forgeron,  Sheri 
Deslaurier,  Michelle  isensodt,  Kathy 
Dennehy.  Second  Row:  Kerri  Heeks 
Tracy  Madonna,  Cindy  McCarthy, 
Rendie  Myers,  Lisa  Albanese,  Cheryl 
Scimone,  Alison  Wagner,  Denise 
Cronin.  Third  Row:  Robin  Stone, 

First  Row,  L  to  R:  Michelle  Miceli, 
Cheryl  Baker,  Sherri  Wagner,  Robin 
Harris,  Kelly  Mcintosh,  Coach  Terry 
Tracy.  Second  Row:  Coleen 
Benson,  Jusie  Myers. 


^  TIGHT, 

FIGHT, 

FIGHT, 

FOR  THE 

BLUE 

AND 

WHITE." 


SPORTS 


Varsity 

First  Row,  L  to  R.  Carol  McDonald,  Alison 
Wogner-Capt .  Missy  Justen-Capt  .  Donise 
Cronin-Capt,,  Tracy  Madonna  Second 
Row;  L  to  R;  Colleen  Benson,  Stieri  Wagner, 
Liso  Fenton,  Carol  Sullo,  Robin  Harris 
Junior  Varsity 

First  Row,  L  to  R,  Colleen  Benson-Capt , 
J,V,,  Allison  Wogner-Capt,,  Varsity,  Missy 
Justen-Capt,,  Varsity,  Denise  Cronin-Capt , 
Varsity,  Tracy  Madonna-Copt,,  J  V  ,  Robin 
Harris,  Second  Row,  L  to  R,  Tammy  Bosweil, 
Carol  McDonald,  Michelle  Tobin,  Stieri 
Wagner.  Jenny  Cobb.  Lisa  Fenton,  Linda 
Orlando.  Carol  Sullo,  Amie  Dabreou 


^7HESE 
LADIES 
ARE  A 
BIG  PART 
OF  THE 
GAME!" 


SPORTS 


First  Row,  L  to  R:  Koleen 
Emerson,  Kathie  Dennehy, 
Cindy  McCarthy,  Robin 
Stone,  Michele  Welch,  Mi- 
chelle English.  Second 
Row:  Suzie  Bousquet,  Pet- 
ti McKenzie,  Jennifer 
McLaughlin,  Jennifer 
DeAngelos,  Alison  Hen- 
nen,  Kerri  Heeks,  Julie 
Flore. 


"LET'S 
HEAR  IT 
FOR  THE 
BOYS!" 


SPORTS 


RICHARD  C.  AHERN,  Plumbing,  411  West  St.  Stoughton.  Ma. 

DAVID  C.  AKERBLOOM.  House  Carpentry,  12  Duntiam  St.  Brockton. 
Ma. 

LISA  M.  ALBANESE,  Commercial  Foods,  486,  North  Quincy  St.  Brockton, 
Ma.VicePresident-10&12,  Cheering-Footbail-10&1 1,  captain-12, 
Cheering-hockey-10.  She  likes,  "John  Woite",  "Bill  Cosby  Show", 
talking,  pizza. 

ERIC  J.  ALPHONSE,  Electricity,  9  Kendall  Pk,  Norton,  Mo. 

CHARLES  A.  ALTWEIN,  Machine  Drafting,  111  Pine  St,  So,  Easton,  Ma, 
He  likes;  "Beatles", learning,  prime  rib,  :  "Commando". 

RONALD  J.  AMARAL,  House  Carpentry,  56  Oak  St.  Norton,  Ma, 
Football-9;  Intramural  basketball;  Floor  hockey;  Softball.  He  likes;  "First 
BkxxJ",  Miami  Vice",  pizza,  "Petra",  football, 

MICHELLE  A.  ANDREA,  Distributive  Education,  395  E,  Center  St,  W, 
Bridgewater.  Ma. 

LISA  M.  ANGELLY,  Painting  and  Decorating,  4  Pond  Ave.  Foxboro.Ma. 
"I  would  like  to  become  successful  in  the  field  of  interior  design. 
Thanks  to  the  whole  family  for  all  their  support  in  the  last  4  years,  I'd 
like  to  leave  Anne  all  the  good  times  on  bus  3&9,  She  likes;  "General 
Hospital",  pizza,  "Bruce  Springsteen".  "Rombo",  riding  in  red 
convertibles, 

GEORGE  L,  ARCHAMBEAULT,  Electrical  Appliance  Repair.  81  Upton  St. 
Brockton.  Ma, 

STEVEN  ARENA.  Auto  Body.  96  Armiston  St,  Brockton.  Ma,  He  likes; 
"Rambo",  "Fall  Guy",  spaghetti,  "Aerosmith".  hockey. 

JOHN  D,  BACHELDER.  Commercial  Foods.  766  Foundry  St,  So,  Easton. 
Ma.  Intramural  floor  hockey-9,  10&11;  softball-9.  10&11,  He  likes;  "The 
Terminator".  "Heart",  "First  and  Ten",  reading  comics. 

STEVEN  BALDWIN.  Masonry,  18  No,  Ash  St,  Brockton.  Ma,  Football-9  &. 
10.  He  likes;  "Rambo",  "Miami  Vice".  Chinese  Food.  "Aerosmith". 
partying. 

FRANK  L.  BARONE.  House  Carpentry.  164  W.  Elm  St,  Brockton.  Ma, 

MICHAEL  W.  BARONE.  Mill  Carpentry  164  W.  Elm  St.  Brockton,  Ma,  Varsity 
golf-11  &.  12;  Varsity  basketball- 12,  He  likes;  "Cocoon".  "Cosby  Show", 
pizza.  "Run  DMC".  basketball, 

GARY  W,  BARR.  House  Carpentry.  361  Reservoir  St,  Norton.  Ma,  baseball 
10  8i  12;  hockey- 10,  He  likes;  "The  Terminator",  "Cosby  Show",  pizza, 
"Journey",  skiing. 

PATRICIA  E,  BARTLETT,  Health  Services  Assistants,  342  Highland  St,  E, 
Bridgewater,  Ma, 

MICHAEL  D,  BASKIN.  Cabinetmaking.  1181.  Main  St  Brockton.  Ma  varsity 
football,  baseball.  8i  basketball.  He  likes;  "The  Terminator",  "Journey". 
Monday  night  football.  Chinese  food,  football. 

STEPHEN  F,  BATES.  House  Carpentry.  82  Golden  Rd,  Stoughton,  Ma,  He 
Likes;  "Wild  Life".  "Benson",  Chinese  food.  'Huey  Lewis",  fishing,  skiing 

JAMES  J,  BAUSEMER,  Plumbing.  94  Anne  Marie  Dr,  Brockton,  Ma. 

LEO  BELAND.  Metal  Fabrication,  85  W,  Main  St.  Norton.  Ma.  He  likes; 
"Scarface",  "Leave  it  to  Beaver",  Chinese  food.  "Iron  Maiden", 

KATHERINE  F,  BELBIN,  Cosmetology.  139  Foster  St,  Brockton.  Ma. 


KENNETH  W.  BELCHER,  Electrical  Appliance  Repair.  42  Robert  Rd.  Brock- 
ton. Ma, 

JOHN  E,  BELMORE.  Machine  Shop.  645  Foundry  St,  So.  Easton.  Ma.  track- 
9.  10.  11.  8i12  He  likes;  "Rambo",  "Miami  Vice".  "Boy  Scouts",  pizza. 

MICHAEL  BENNETT,  Diesel  Repair.  54  Balcolm  St.  Mansfield,  Ma.  He  likes; 
"Rambo",  "Burger  King".  "Black  Sabbath",  hunting 

SCOTT  W.  BENOIT,  Commercial  Foods.  297  Battles  Farm  Dr.  Brockton. 
Ma.  He  likes;  "Back  to  the  Future".  "The  Cars".  "Amazing  Stories", 
seafood, 

KENNETH  BERGERON.  Metal  Fabrication.  285  Plain  St,  Mansfield.  Ma, 

MICHAEL  J,  BESSE.  Commercial  Art.  259  Depot  St,  So,  Easton.  Ma,  He  likes; 
"Pinnochio".  "Miami  Vice",  whoppers,  "Raft",  "Motley  Crue".  hockey. 

ROBERT  BEZANSON.  Masonry.  148  Greenbrook  Dr,  Stoughton.  Ma. 

RICHARD  L,  BLANDIN.  Diesel  Repair,  159  Myrtle  St,  Brockton.  Ma, 

RICHARD  S.  BLITHE.  Electricity,  129  Dean  St.  Norton,  Ma.  He  likes; 
"Rambo",  "Miami  Vice",  Chinese  food,  "Scorpions",  partying 

SCOTT  R.  BLOOD,  Electricity.  638  East  St,  W,  Bridgewater,  Ma,  He  likes 
"Rambo".  "Mash",  seafood,  "Aerosmith",  racing 

JEFFREY  R,  BOOKER,  Auto  Mechanics  1399  East  St,  E,  Mansfield,  Ma. 

EDWARD  J,  BOTTO.  Machine  Shop,  244  North  Ave,  Brockton.  Ma,  He  likes; 
"Rambo",  "Twilight  Zone".  Chinese  food.  "The  Doors",  basketball. 

JOHN  L.  BRACE.  Electrical  Appliance  Repairs.  46  Leavitt  St.  Brockton.  Ma, 

LISA  A,  BRAGEL,  Graphic  Arts,  6  Darrtmouth  Terrace  Brockton.  Ma. 
cheerleading-  9,  10,  8t  11,  She  likes;  "Valley  Girls",  "Hill  St,  Blues", 
Chinese  food.  "Bruce  Springsteen",  dancing. 

SCOTT  M.  BRAGG,  Commercial  Foods.  261  Southfield  Dr.  Brockton. 
Ma.  He  likes;  "Stryper".  "Gilligan's  Island",  baking,  driving  cars,  steak, 
lamb,  "Back  to  the  Future".  "Amy  Grant", 

MICHELLE  A,  BROOKS.  Health  Services  Assistants,  60  Stoughton  St, 
Stoughton.  Ma,  class  president-  11  8(  12;  student  council-  11  8t  12; 
Softball  -  9  8c  10.  co-captain- 11.  captain-12.  She  likes;  "Kathy  Miller 
Story",  pizza,  "The  Doors",  spending  summer  nights  with  friends. 

CHARLES  E,  BROWN,  Diesel  Repair,75  Upland  Rd,  Brockton,  Ma. 

TERESA  A,  BULLARD,  Health  Services  Assistants,  82  Florence  St. 
Brockton.  Ma.  Youth  Alive-  11  8(  12,  She  likes;  "Remington  Steele", 
ice  cream,  pizza,  acting. 

JOHN  F,  BURKE.  Mill  Carpentry.  286  E,  Elm  St,  Brockton,  Mo. 

CHARLENE  M,  CADOSE,  Painting  and  Decorating,  27  Clara  Rd, 
Brockton  Ma,  class  president-9  &  10,  She  likes;  "The  Bill  Cosby  Show", 
Steven,  seafood,  "Rambo",  "Aerosmith" 

JAMES  W,  CAFFARELLA,  Commercial  Art,  106  Christopher  Rd, 
Brockton.  Mo,  He  likes;  "Back  to  the  Future",  "Miami  Vice",  lobster. 
"Van  Halen".  work. 

JODY  A.  CARBONARA,  Distributive  Education,  21  Morrison  Rd, 
Brockton,  Ma,  DECA-11  8i  12.  She  likes;  "Brady  Bunch",  pizza,  "Billy 
Squier",  cruisin,  "Rambo", 


DAVID  S.  CAREY,  Diesel  Repair,  446  West  St.  E.  Bridgewater,  Ma. 

PATRICIA  A.  CAUDLE.  Painting  and  Decorating,  173  Morse  St.  Sharon, 
Mo. 

ROBERT  C.  CAYFORD,  Plumbing,  106  Kathleen  Rd.  Brockton,  Ma. 

JUDIANNE  M.  CERRATO,  Cosmetology,  95  Copelond  St.  Brockton,  Ma. 
cheerleading,  varsity  football  and  hockey-9  &  10.  She  likes,  "General 
Hospital",  pizza,  "Led  Zeppelin",  partying,  "Silent  Rage". 

CHRISTOPHER  C.  CLARK,  Machine  Shop,  38  Brookside  Ave.  Brockton, 
Ma. 

LISA  R.CLARK,  Health  Services  Assistants,  87  Carey  Circle  Stoughton, 
Ma.  She  likes;  "Angel",  "Love  Connection",  Itlian  and  Chinese  food, 
"Madonna",  "Ready  for  the  World",  dancing 

MICHELLE  M.  CLARK,  Machine  Drafting,  49  Turnpike  St.  So.  Easton,  Ma. 
She  likes,  'Back  to  the  Future",  "Cosby  Show",  Chris,  pizza. 

WILLIAM  E.  CLARK,  Building  and  Grounds,  Remodeling  and  Repair,  49 
Turnpike  St.  So.  Easton,  Ma.  football-10,  roller  hockey-10,  11  8i  12.  He 
likes;  "Rambo",  sports  shows,  pizza,  "Journey",  playing  hockey. 

MICHAEL  F.  COBB,  Plumbing,  120  Glen  Ave.  Brockton,  Ma. 

STEVEN  G.  COE,  Diesel  Repair,  17  Poole  St.  Brockton,  Ma. 

JODI-MARIE  COLBURN,  Distributive  Education,  121  Gladstone  St. 
Brockton,  Ma.  DECA-12  She  likes;  "The  Cosby  Show",  "Prince",  pizza, 
reading,  "Rambo". 

DENISE  Y.  COLLEY,  Distributive  Education,  123  Upton  St.  Brockton,  Ma. 
She  likes;  tacos,"Motely  Crue",  being  happy,  "Rambo",  "Hill  Street 
Blues". 

PATRICK  F.  CONANT,  Metal  Fabrication,  171  Pleasant  St.  E. 
Bridgewater,  Ma. 

ROBERT  T.  CONEFREY,  Auto  Body,  837  Washington  So.  Easton,  Ma. 

ROBERT  CONNEEN,  Electronics,  25  Denton  St.  Brockton,  Ma.  He  likes; 
"Ninja",  "Boston",  "A-Team",  pizza,  watching  the  Celtics. 

JOHN  A.  COOPER,  Diesel  Repair,  1025  Plymouth  St.  E.  Bridgewater, 
Ma. 

JOANNE  M.  COOTS,  Health  Services  Assistants,  23  Grinnell  Rd. 
Brockton,  Mo.  Junior  varsity  Softball- 10.  She  likes;  "Rambo",  "Miami 
Vice",  pizza,  lobster,  'Huey  Lewis",  "Ah-Ha",  dancing. 

WENDY  L.  CORLISS,  Commercial  Arts,  67  Bates  Rd.,  Brockton,  Ma. 
$oftball-9  8i  10,  captain-11  Sn  12;  basketball-9,  10  &  11,  captain-12. 
She  likes;  "Bock  to  the  Future",  "Hill  Street  Blues",  Chinese  Food, 
"Huey  Lewis  and  the  News",  water  skiing. 

BERT  C.  CUMMINGS,  Auto  Mechanics,  14  Vernal  Ave.  Foxboro,  Ma. 

SEAN  M.  DALEY,  Cobinetmaking,  36  Poplar  Rd.  Brockton,  Ma.  He  likes; 
"Motely  Cure",  skate  boarding,  steak  and  cheese  subs. 

ROBERT  DAMIANI  JR  ,  Machine  Shop,  44  Winfsky  Dr.  Stoughton,  Ma. 

CHRISTOPHER  P.  DANFORTH,  Commercial  Foods,  278  Quincy  St. 
Brockton,  Ma.  He  likes;  "Cosby  Show",  hunting,  pizza,  "The  Cars", 
"Bock  to  the  Future". 


JEFFREY  S.  DAVIS,  Electricity,  25  Hartshorn  St.  W.  Bridgewater,  Ma.  He 
likes;  "American  Ninjo",  wrestling  shows,  lobster,  skiing,  scuba  diving. 

JOHN  W.  DAY,  Diesel  Repair,  91  Dean  St.  Norton,  Ma. 

JOHN  R.  DEANE,  Auto  Body,  691  Union  St.  E.  Bridgewater.  Ma.  He 
likes;  "Wiz  of  Oz",  "Led  Zeppelin",  quarters.  Chinese  food. 

WILLIAM  F.  DECOSTE,  Mill  Carpentry,  74  Hobson  St.  Brockton,  Ma. 
varsity  baseball;  varsity  golf;  Intramural  hockey;  intramural  basketball; 
roller  hockey;  Intramural  ping  pong.  He  likes;  "Bock  to  the  Future", 
"Family  Ties".  Chinese  and  Italian  food;  "Beatles",  hockey. 

KEVIN  M.  DEFALCO,  Auto  Body,  104  Lyman  St.  Brockton,  Ma. 

MARK  A.  DEFELICE,  Machine  Shop,  240  Fourth  St.  Brockton,  Ma.  He 
likes;  "Back  to  the  Future",  "Rambo",  wrestling,  "Miami  Vice". 
"Ratt",  "Motley  Crue",  going  to  concerts,  spaghetti. 

MARC  DELSETTE,  Commercial  Foods,  237  Southfield  Dr.  Brockton,  Ma. 
He  likes;  partying,  "Led  Zepplin", 

RICHARD  W.  DERBY,  Auto  Mechanics,  30  So.  Walpole  St,  Sharon,  Ma. 

NANCY  L.  DILLON,  Distributive  Education.  33  Maplewood  Circle 
Brockton.  Ma.  Cooperative  Program  -  11  8t  12.  She  likes;  M  8c  M's 
"Scorpions",  dancing,  "Hill  Street  Blues",  stuffed  shells,  "Rambo" 

MARC  E.  DORR.  Auto  Body.  232  Mechanic  St.  Foxboro,  Ma. 

MARK  C.  DORSEY,  Auto  Body,  88  Sherman  St.  Brockton,  Ma. 

JOSEPH  S.  DOTEN,  House  Carpentry.  32  Digby  Ave.  Brockton.  Mo.  He 
likes;  "Pee  Wee".  "S  W  A  T  ",  seafood.  "Scorpions",  working. 

THOMAS  C.  DOXSEE,  Machine  Drafting,  822  Warren  Ave,  Brockton, 
Mo. 

MARSHALL  G.  DRUMMOND,  Mill  Carpentry,  10  Chestnut  St.  Sharon, 
Ma.  baseball  -  9,  10,  11,  &  12;  cross  country  -  9,  10,  11,  8t  12; 
football  -  12.  He  likes;  "Cosby  Show",  "Boston",  baseball. 

MARK  A.  DUBE,  Auto  Mechanics,  890  Plymouth  St.  E.  Bridgewater,  Ma. 

WILLIAM  DUNK,  Diesel  Repair,  190  Summer  St.  Brockton,  Ma. 

BRIAN  L.  DUNTON,  Electrical  Appliance  Repair,  699  Union  St.  E. 
Bridgewater,  Ma, 

MICHAEL  J.  ELCHUCK,  Machine  Drafting.  347  Oak  St.  Mansfield,  Ma. 
track-9. 

WADE  W.  ESTABROOKS,  Machine  Shop,  700  W.  Center  St.  W. 
Bridgewater,  Ma 

ROLAND  J.  EVANS,  Machine  Shop,  455  Walnut  St.  W.  Bridgewater, 
Ma.  He  likes;  building  his  own  cars  and  buggies. 

KEVIN  B.  FAHEY,  Electrical  Appliance  Repair,  65  Charles  Ave. 
Stoughton,  Ma. 

THOMAS  FARREL,  Electricity,  281  Canton  St.  Stoughton,  Mo. 

PAUL  FEENEY,  Plumbing.  846  Center  St.  Brockton,  Ma. 

MICHAEL  H.  FENNO,  Masonry,  61  Horay  Way  Stoughton,  Ma.  He  likes; 
"Invasion  USA",  "Miami  Vice",  "Retra",  football. 


SEAN  E.  FLAHERTY,  Machine  Drafting,  104  Norton  Ave.  #15  So. 
Easton,  Ma.  He  ilkes,  spaghetti  and  meatbalis,  "Paie  Rider",  "Miami 
Vice". 

FRANCiSCO  P.  FLATTES,  Metai  Fabrication,  65  Gerald  Ave.  Brockton, 
Ma.  He  likes,  "Back  to  the  Future".  "Bill  Cosby  Show",  manicotti,  "Phii 
Collins",  biking. 

ANN  M.  FLORIO,  Distributive  Education,  42  Ciifton  Ave.  Brockton,  Ma. 
juntor  and  senior  prom  committee,  school  committee-  11  &  12, 
student  council  -  11  &  12.  She  ilkes;  beef  terriaki,  "Greatful  Dead", 
"Rod  Stewart",  "Beverly  Hills  Cop". 

CONSTANCE  M.  FOLCO,  Commercial  Arts,  115  Maplewood  Circle 
Brockton,  Ma.  She  likes,  "Motley  Cure". 

DANIEL  D.  FOLEY,  Graphic  Arts.  235  No.  Quincy  St.  Brockton,  Ma.  He 
Ilkes;  "Led  Zeppiin",  12  oz.  curls. 

NORMAN  D.  FOOTE,  Auto  Mechanics,  10  Moody  St.  Brockton,  Ma. 

STAGEY  A.  FORGERON,  Distributive  Education.  18  Brenda  Ave.  E. 
Bridgewater.  Ma.  Cheerleader,  J.V.  football  captain  -  10,  varsity 
football  -  11  captain- 12;  cheerleader,  varsity  hockey-  9,  10,  captoin- 
11;  Secret ary-9, 11;  student  council  vice-president- 12;  prom 
committee-  11,  12;  D  E  C  A. -11,  12;  reporter-12;  cheer  competition- 
11.  She  likes;  "Billy  idol",  dancing  talking,  "Fame",  t.v.  dinners. 

PAUL  G.  FORREST,  Cabinetmaking,  81  Packard  Way  Brockton,  Ma.  He 
likes;  "Missing  In  Action  2",  "The  Doors".  "Hill  Street  Blues",  hacky 
sack. 

TAMMY  R.  FORSYTH,  Commercial  Art,  1069  W.  Elm  St.  Ext.  Brockton, 
Ma.  softball-9;  basketball- 10;  newspaper  staff-9  &  10.  She  likes; 
"Better  Off  Dead",  "Twilight  Zone",  macaroni  and  cheese. 
"Newcleus",  guys,  movies,  funk. 

FRANCIS  H.  FOX,  Auto  Mechanics.  814  Old  Post  Rd.  Sharon,  Ma. 

ROSE  M.  FRATUS,  Health  Services  Assistants,  496  Bay  Rd.  So.  Easton. 
Ma. 

GARY  S.  FREDETTE.  Machine  Shop,  22  Morse  St.  Foxboro,  Ma  He  likes; 
wrestling,  "Led  Zeppiin",  spaghetti,  aggravating  people. 

STEVEN  R.  FRITZ,  Auto  Mechanics,  67  Partridge  Dr.  Brockton,  Ma. 

TROY  A.  GAETA,  Electrical  Appliance  Repair,  14  Elliot  St.  Sharon,  Ma. 

GLEN  A.  GARFIELD.  House  Carpentry,  634  Pearl  St.  Brockton,  Ma. 

DEBORAH  L.  GAY.  Graphic  Arts,  55  Cross  St,  E.  Bridgewater.  Ma.  She 
likes;  "Commando".  "Santa  Barbara",  pizza,  "Journey",  being  with 
TImmy. 

STEVEN  F.  GEILER,  Auto  Body,  718  Ash  St.  Brockton.  Ma.  He  likes;  "The 
Wall".  "Pink  Floyd",  "Hill  Street  Blues",  Auto  Body,  Italian  Food. 

JOSEPH  A.  GENTILE,  Building  and  Grounds,  Remodeling  and  Repair,  66 
Plain  Dr.  Stoughton.  Ma. 

MICHAEL  J.  GIBSON,  Electronics,  555  West  St.  Stoughton,  Ma.  He  likes; 
"The  Terminator".  "MTV",  pizza,  "Metailica",  guitar. 

DOREEN  D.  GILLIGAN,  Painting  and  Decorating,  232,  Central  St. 
Foxboro,  Ma. 


APRIL  GOMES,  Painting  and  Decorating,  47  Wildwood  Ave.  E. 
Bridgewater,  Ma.  cheerieoding  hockey- 10;  cheerieading  football- 10. 
She  likes;  "Rambo",  "Knots  Landing",  tacos,  "Rick  James",  karate. 

PATRICK  A.  GOODMAN,  Electricity,  159  Bay  Rd.  N,  Easton,  Ma.  He 
likes;  "Invasion  U.S.A.",  "Magnum  P  i  ",  "Asia",  having  a  good  time. 

RICHARD  A.  GOURDIN,  Diesel  Repair,  38  Brett  St.  Brockton,  Ma.  He 
Ilkes;  "The  Cosby  Show",  Chinese  food,  clubbing 

MICHAEL  J.  GOYETTE,  Metal  Fabrication,  75  Union  St.  Mansfield,  Ma. 
He  likes;  "48  Hours",  "Hill  Street  Blues".  Italian  food.  "Rush". 

JOHN  R.  GREENE,  House  Carpentry,  114  Greenwood  Ave.  Stoughton. 
Ma. 

LEON  P.  GRINDLE.  Electronics,  737  Harvard  St.  E.  Bridgewater.  Mo.  He 
likes;  "Rambo".  "Dio",  lobster,  scuba  diving. 

SEAN  P.  GROOM,  Cabinetmaking,  138  Summer  St.  Brockton,  Ma.  He 
likes;  "The  Terminator",  "Motely  Crue",  "MTV",  headbonging.  pizza. 

MICHAEL  J.  GROUX,  House  Carpentry.  55  Nessraia  Dr.  Brockton,  Ma. 

STEPHEN  J.  HAGOPIAN,  Graphic  Arts,  19  Division  St.  Brockton,  Ma. 
cross  country  9,  captain  10,  11;  track  9,  10  ,  captain-11;  football  12 
12.  He  likes;  "Rambo",  "Cheers",  pizza,  "Motley  Crue",  football. 

LOUIS  G.  HALL,  Masonry,  127  Downey  Rd.  Brockton,  Ma. 

JOHN  A.  HAMMOND,  Machine  Shop,  23  Wendell  Ave.  W.  Bridgewater. 
Ma. 

GLEN  R.  HANNING,  Machine  Shop,  3  Erie  Ave  Brockton,  Ma.  He  likes; 
"Year  of  the  Dragon",  pizza,  "Guiding  Light",  "Prince  and  the 
Revolution". 

TIMOTHY  P.  HARDY,  Auto  Body,  1 1 1  Winnifred  Rd.  Brockton,  Ma. 

JAMES  E.  HARRINGTON,  Electronics,  198  Algonquin  St.  Brockton,  Ma. 

PAMELA  J.  HARRINGTON,  Commercial  Foods,  119  Elm  St.  E. 
Bridgewater,  Ma.  softbali-11  8c  12;  cheerieading  varsity  and  J.V. 
footbaii-11.  She  ilkes;  "Motley  Crue",  "Dynasty",  softbali.  pizza, 
"Rambo". 

KERRY-ANN  HAYES,  Health  Services  Assistants,  63  Maoiis  Ave.  W. 
Bridgewater,  Ma.  She  likes;  "The  Gap  Bond",  sleeping,  "Flinstones". 
peanut  butter. 

THEODORE  H.  HIGGINS.  Machine  Shop,  23  Chapman  Rd.  Stoughton, 
Ma. 

JAMES  L.  HOWARD  JR.,  Electronics,  24  Clarke  Ct.  Sharon,  Ma.  He  Ilkes; 
"First  and  Ten",  "Three's  Company",  pizza,  motorcross,  "Judas 
Priest". 

KEITH  A.  HUTCHINGS,  Mill  Carpentry,  799  Montelio  St.  Brockton,  Ma.  He 
ilkes;  "Led  Zeppiin". 

KEVIN  A.  HUTCHINGS,  Machine  Shop.  799  Montelio  St.  Brockton,  Mo. 
He  likes;  fishing  for  iarged-mouth  boss,  weightiifting,  his  cor,  Potti, 
racing  Al,  eating  junk  food. 

JEFFERY  W,  IRR,  Machine  Drafting,  202  Highland  St  Brockton,  Ma. 

CARRIE  ANN  JOHNSON,  Health  Services  Assistants.  137  Highland  St.  So, 
Easton,  Ma.  She  likes;  french  fries.  "Journey",  "Cosby  Show". 


DAVID  E.  JOHNSON,  Mill  Carpentry,  71  Belmont  Ct  Apt.  2  Brockton, 
Ma.  varsity  Baseball- 10,  11  &  12,  varsity  hockey- 10,  11  &  12.  He  likes; 
"Rombo",  "Cosby  Show',  pizza  "New  Edition",  baseball. 

ERIKA  A.  JOHNSON,  Painting  and  Decorating,  22  Arthur  St.  Brockton, 
Ma.  She  likes,  "Back  to  the  Future",  "Ready  for  the  World",  "The 
Cosby  Show",  listening  to  the  stero,  pizza,  playing  with  my  little  sis 
and  bro. 

MARY  J.  JOHNSON,  Cosmetology,  55  Tribou  St.  Brockton,  Ma. 

STACEY  A.  JOHNSON,  Commercial  Foods,  189  Drew  Ave.  Brockton, 
Ma. 

TIMOTHY  P.  JOHNSON,  Metal  Fabrication,  55  Dondi  Rd.  Brockton,  Ma. 
football-9,  10,  1 1  &  12,  baseball  9,  10,  1 1  &  12.  He  likes  "Rockey  3", 
"Popeye",  pizza,  football. 

MICHAEL  O.  JONAH,  Commercial  Foods,  148  Spring  St.  Brockton,  Ma. 

MELISSA  M.  JUSTEN,  Graphic  Arts.  130  Spring  St.  Brockton,  Ma. 
cheerleading-10.  Secretary  12.  She  likes,  hot  fudge  sundaes, 
"Journey",  sleeping,  eating. 

JULIE  A.  KALMAN,  Commercial  Art,  809  Sumner  St.  Stoughton,  Ma. 
She  likes,  "All  My  Children",  lobster,  "Journey",  ice  skating. 

PETER  T.  KANE,  Diesel  Repair,  58  Litchfield  Terr.  Brockton,  Ma.  He  likes; 
water  skiing,  triking,  truck  shows,  snow  skiing,  "Iron  Maiden". 

STACEE  A.  KEATING,  Distributive  Education,  15  Branch  St.  Mansfield, 
Mo. 

JANET  E.  KEENE,  Auto  Mechanics,  1027  Warren  Ave,  Brockton,  Mo. 

ROBERT  H.  KEEPIN  JR,  Machine  Shop.  783  Montello  St.  Brockton,  Ma. 

HOWARD  J.  KELLIHER,  Diesel  Repair.  75  Regent  Rd.  Brockton.  Ma.  He 
likes;  clams,  "Motley  Crue".  partying,  skiing,  guitars. 

RICHARD  J.  KELLY.  Auto  Body,  Nancy  Rd.  #4  Easton.  Ma.  hockey  -  9, 
10.  11  &  12;  baseball-10.  11  &  12.  He  likes;  "Rambo".  "Aerosmith". 
"Miami  Vice",  hockey,  pizza. 

SUZANNE  L.  KELLY.  Auto  Mechanics,  63  Menio  St.  Brockton.  Ma.  She 
likes;  camping  out  on  horseneck  beach,  "Rambo",  "Danger  Mouse", 
veal  cutlet,  "Pink  Floyd",  partying. 

STEPHEN  W.  KIERSTEAD,  Masonry,  29  Tripp  Ave.  Brockton.  Mo. 

JOHN  T.  KILLDUFF,  Auto  Mechanics.  8  Cory  St.  Brockton.  Ma. 

KONSTANTINA  E.  KITSOS.  Distributive  Education,  177  Winthrop  St. 
Brockton,  Ma.  D  E  C. A. -10;  Cooperative  Program  11  8i  12.  She  likes; 
"Back  to  the  Future",  "Miami  Vice",  Chinese  food,  "Night  Ranger", 
dancing. 

BARBARA  J  .  KNIGHT.  Painting  and  Decorating,  107  Elliott  St.  Brockton. 
Ma.  She  likes;  pizza,  "Led  Zepplin". 

JODY  F.  KNIGHT.  Masonry.  40  Fortin  Dr.  Brockton.  Ma. 

MK:hELLE  A.  KNIGHT,  Mill  Carpentry,  107  Elliott  St.  Brockton.  Ma.  She 
Bkes;  pizza,  "Led  Zepplin".  partying  with  friends.  "General  Hospital". 

JOSEPH  W.  KOLBE.  Mill  Carpentry.  600  Plain  St.  Stoughton.  Ma.  He 
likes;  Skateboarding,  art.  "The  Young  Ones".  "Black  Flag".  "A 
Nightmare  on  Elm  Street". 


JENNIFER  P.  KRIEGEL.  Painting  and  Decorating,  14  Wall  St.  Foxboro, 
Ma. 

Darren  LaChance-  Metal  Fabrication-  226  Richmond  St.,  Brockton, 
Ma. 

Corrle  LaFleur-  Cosmetology-  2  Fairway  Lane,  Foxboro,  Ma.  -  Likes: 
Miami  Vice,  Pizza,  Aerosmith,  partying.  Bock  To  The  Future 

John  B.  Landry-  House  Carpentry-  47  Gladstone  St.,  Brockton,  Ma.  - 
Likes:  Back  To  The  Future,  Cosby  Show,  Pizza,  Van  Halen,  Basketball 

Douglas  E.  Lonnan-  Machine  Shop-  329  Chatham  West  Dr.,  Brockton, 
Ma. 

Steven  J.  Laprise-  Electricity-  78  N.  Washington  St.,  Norton.  Ma.  - 
Likes:  Commando.  Veal  Cutlets.  Scorpions.  Football 

Christopher  J.  Leaman-  Mill  Carpentry-  70  Parker  St.,  Brockton,  Ma. 

Adam  S.  Leavitt-  Machine  Shop-  1825  Bay  Rd..  Sharon,  Mo.-  Likes: 
howling.  Terminator.  Miami  Vice,  Phil  Collins,  going  to  Shaw's  and 
getting  coffee  every  morning  with  Chuck 

Maynard  M.  Ledin-  Electricity-  100  Pierce  St.,  Stoughton,  Ma.  -  Likes: 
Rambo,  Three  Stooges,  Chinese  Food.  Led  Zeppelin,  being  with 
Roxanne 

John  J.  Ledwell-  Masonry-  521  N.  Montello  St,.  Brockton.  Ma.  -  Likes: 
Rambo  II.  The  A-Team,  hotdogs.  hamburgers.  Bruce  Springsteen,  and 
The  E  Street  Band,  Skating.  Bowling 

Susan  E.  Lighter-  Building  and  Grounds  Remodeling  and  Repairs  -  47 
Belding  Circle,  Brockton,  Ma. 

Hello  M.  Lopes-  Health  Services  Assistant-  324  Lincoln  St.,  Stoughton, 
Ma.  -  Likes:  Rock  Music,  Headbonglng.  Miami  Vice.  Chinese  Food. 
Ratt 

Tina  M.  Ludlngton-  Graphics  Arts  -  257  Battles  Form  Dr..  Brockton.  Mo.  -Jr, 
Craftsmen  Club-  11,  -Likes:  Lobster,  snuggling  with  someone  special 

Cynthia  A.  Lunn-  Health  Services  Assistant-  65  Union  St.,  Mansfield.  Ma. 

Michael  R.  Lutton-  Electronics-  62  Sycamore  St..  Brockton.  Ma.  -Likes: 
Day  Of  The  Dead,  Manowar,  Tales  From  The  Darkside,  horror  movies. 
Pizza 

Kathleen  A.  Lyons-  Cosmetology-  262  Pine  Grove  Dr.,  Brockton,  Ma.  - 
Skating 

Joseph  F.  MacEachern-  Auto  Mechanics- 17  Glendale  St.,  Brockton.  Ma. 

David  MacNelll  Jr.-  Metal  Fabrication-  28  Norman  Rd..  Brockton.  Mo. 

Michael  G.  Mahoney-  Cabinetmaking-  1090  Court  St.,  Brockton.  Ma.  - 
Likes:  Rambo,  Iron  Maiden,  A-Team,  Hockey,  Pizza 

Michelle  M.  Mallnosky-  Painting  And  Decorating- 14  Nason  St..  Brockton. 
Ma.-Likes:  Pizza 

Michael  A.  Mann-  Cabinetmaking-  52  Fairbanks  Rd.,  Brockton,  Ma.  -Likes: 
Rambo.  Journey,  Miami  Vice,  Hockey 

Sheila  M.  Marmorstein-  Health  Services  Assistant-  24  Lyon  Lane.  Brockton, 
Ma.-Likes:  Miami  Vice,  Manlcotti,  Grateful  Dead,  partying.  Terminator 


James  D.  Martinelli-  Electronics-  2  Brentwood  Dr..  N.  Ecston-  Likes:  World 
Wide  Live,  Straight  Edge,  MTV,  Rock  and  Roll,  parties,  women 

Ricky  G,  Mascheri-  Mill  Carpentry-  21  Maplewood  Circle.  Brockton.  Ma,  - 
Likes:  Burger  King.  Led  Zepplin.  partying.  Commando.  Hill  Street  Blues. 
Rush 

Fred  J.  Mather-  Auto  Body-  558  Ash  St..  Brockton.  Mo  -  Likes:  Song 
Remains  The  Same.  Led  Zepplin,  Hill  Street  Blues,  BMX,  MX,  Chicken 
McNuggets 

David  S.  Matthews-  House  Carpentry-  493  Morton  St.,  Stoughton,  Ma. 

Kathie  L.  May-  Graphics  Arts-  308  Bay  Rd..  No.  Eoston.  Ma.  -Likes:  Purple 
Rain.  General  Hospital,  Burger  King,  Dokken,  Brian 

Ronnie  A.  May-Metal  Fabrication-  64  Market  St.,  Brockton,  Ma.  -Ice 
Hockey-  10,  11,  12  -Likes:  Rambo,  Hockey 

Arthur  J.  Mayo-  Electricity-  46  Glendale  Rd.,  Sharon,  Mo. 

Alan  R.  McCarthy-  Electricity-  103  Hcwley  St.,  Brockton.  Mo. 

Joyce  E.  McCarthy-  Electricity-  14  Lewis  Rd..  Stoughton,  Ma.  -Likes: 
Rambo,  Chinese  Food,  Led  Zepplin,  Eddie 

Timothy  P.  McCarthy-  Auto-  770  School  St.,  Stoughton,  Ma. 

Bridget  L.  McDermott-  Distributive  Education-  2  Manor  Dr.,  Apt.  12, 
Stoughton,  Ma.  -DECA  10,  12  (Vice  president),  SADD- 11,12  -Likes:  Pizza, 
Bob  Seger  And  The  Silver  Bullet  Band,  camping.  Miami  Vice 

Christopher  S.  McGregor-  Auto  Mechanics-  6  Margaret  Rd..  Foxboro. 
Ma. 

Craig  A.  McPherson-  Machine  Drafting-  28  Delmor  Rd..  Brockton,  Ma. 

Barbara  S.  Meade-  Graphics  Arts-  230  Howard  St.,  Brockton,  Ma.  -Likes: 
Loverboy,  eating 

Diane  M.  Meaney-  Cosmetology-  218  South  St.,  W.  Bridge  water.  Ma.  - 
Likes:  General  Hospital,  Hot  Fudge  Sundaes,  Journey,  Gremlins,  partying 
with  friends. 

Annelisa  V.  Meeler-  Distributive  Education-  201  North  St.,  Foxboro,  Ma  - 
cheerleading  (Basketball)-  9,  10 

Christopher  Mello-  Masonry  38  LaFoye  St.,  Brockton,  Ma.  -Football,  Bas- 
ketball-Likes: Rambo,  Happy  Days,  Pizza.  Van  Halen 

John  J.  Mendonca  Jr.-  Auto  Mechanics-  54  Ralph  Mann  Dr..  Stoughton. 
Ma.  -Cross  Country-  11.  12;  Football  12;  Track  11.  12  (captain)  Likes: 
Rambo,  Voltron,  Spaghetti,  Journey,  Soccer 

Santos  Mercado-  Masonry-  51  Glen  St.,  Brockton,  Ma  -  Football-  10,  11, 
12;  Baseball,  9,  10,  11,  12  -Likes:  Bugs  Bunny,  Iron  Maiden 

Sumner  G.  Merrill-  Electronics-  229  South  Main  St.,  Mansfield,  Ma.  -Dirt 
Bikes,  ATVs-  Likes:  Iron  Maiden,  Riding  Quads. 

Cynthia  L.  Meulenaere-  Health  Services  Assitstant-  109  Foster  St.,  Brock- 
ton, Ma.- Volleyball-  9,  11,  12  (capt  );  Softball  - 11,  12;  Basketball-  11,  12 
Likes:  Lobster,  Bruce  Springsteen  and  The  E  Street  Bond,  drawing.  Bock 
To  The  Future,  Family  Ties,  Volleyball 

Wlltord  G.  Miller-  Electricity-  76  Short  St.,  So.  Easton,  Ma.  -  Likes:  Turk  182, 
TwNight  Zone,  hamburgers,  monitoring  fire  radios 


Glenn  D.  Minsky-  Cabinetmaking-  12  Robin  Rd.,  Sharon,  Mo.  -Likes: 
Rambo,  Miami  Vice,  U2,  music.  Steak 

Mary  N.  Monroe-  Distributive  Education-  43  Warren  Ave.,  Brockton,  Mo.  - 
Varsity  Basketball  -  10,  11,  12;  Volleyball  -10;  Softball  10,  11;  Student 
Council  -  11,  12;  Student  Council  President  -  12;  Prom  Committee  -  11, 
12;  DECA  11,  12  Likes:  Miami  Vice.  Chinese  Food.  Dougie  Fresh.  Beverly 
Hills  Cop. 

Christopher  P  Morgan-  Commercial  Foods-  78  Plain  St..  Stoughton.  Ma. 

Arendas  Y.  Myers-  Auto  Mechanics-  16  Norton  Glen  Rd..  Norton,  Ma.  - 
Cross  Country-  9;  Track-  10  Cheerleading-  11,  12;  Basketball  -  9,  10,  11 
(co-captain),  12-  (captain)  -Likes:  Back  To  The  Future,  Cosby  Show, 
Lobster,  Dougie  Fresh,  Norman 

John  M.  Niccoli-  Commercial  Foods-  37  Porter  St.,  Brockton,  Mo.  -Likes: 
Invasion  USA,  Motley  Crue,  T.  J.  Hooker.  Pizza 

Richard  C.  Novak-  Diesel  Repair-  52  Ridge  St.  Brockton.  Mo  -  Likes: 
Rambo.  Miami  Vice.  Burger  King.  The  Cars.  Hockey 

Kenneth  Nowlln-  Auto  Body-  369  Montello  St..  Brockton,  Mo. 

Keith  A.  Nunes-  House  Carpentry-  10  Merritt  St..  W.  Bridgewater.  Ma. 

Cynthia  A.  Nyman-  Commercial  Arts-  325  W.  Center  St..  W.  Bridgewater, 
Ma.  -Likes:  times  with  friends,  being  late.  Lobster 

James  M.  O'Brien-  Auto  Mechanics-  P.O.  Box  456,  N.  Easton,  Ma. 

John  P.  O'Connell-  Mill  Carpentry-  296  Harvard  St.,  E.  Bridgewater,  Ma.,  - 
Likes:  Led  Zeppelin,  Nazareth,  Fright  Night,  Miami  Vice,  Losagno, 
Motorcross 

Marcy  Jean  O'Connor-  Health  Service  Assistant-  6  Cosmo  Rd.,  No.  Eas- 
ton, Ma.  -Likes:  Chinese  Food,  Madonna,  dancing,  swimming,  Rambo,  St. 
Elsewhere 

Michael  F.  O'Connor-  Auto  Mechanics-  102  Lincoln  St..  W.  Bridgewater, 
Ma.  -Motorcycles  013  750,  KX80,  XL70,  Ninji  -Likes:  The  Song  Remains  The 
The  Same,  Led  Zepplin 

Theodore  H.  O'Rourke-  Cosmetology-  22'/2  Grant  Ave,.  Brockton,  Ma.  - 
Varsity  Hockey-  9,  10;  Wrestling-  11,  12  -Likes:  Gremlins,  MTV,  Journey, 
cruising 

William  E.  Obin-  Painting  and  Decorating-  585  N.  Main  St.,  Brockton,  Ma, 

Richard  R.  Ochs-  House  Carpentry-  65  Darren  St.,  Brockton,  Ma. 

James  M.  Orlando-  Commercial  Foods-  1773  Washington  St.,  E.  Bridge- 
water,  Ma.  Likes:  Block  Sabbath,  Mr  Rogers,  Rock  and  Roll,  Pizza, 
Terminate 

Thomas  J.  Orth-  Masonry-  71  Murray  Rd,,  E.  Bridgewater,  Mo  -  Football- 
10,  1 1,12  -Likes:  Rambo  II,  Who's  The  Boss,  Losagno,  Von  Halen,  Football, 
jamming 

Elmer  R,  Orton-  Electrical  Appliance  Repair-  353  Summer  St,,  Brockton, 
Ma. 

Michael  M.  Pare-  Auto  Body-  12  Theresa  Rd  .  Brockton,  Mo. 

Terri  A.  Pauley-  Machine  Drafting-  70  Mill  St.  Box  603.  Bridgewater.  Ma.  - 
Likes:  Rick  James,  and  the  Stone  City  Bond,  Rollerskating,  Ma's  Chicken, 
Terminator,  Miami  Vice 


Lorrie  A.  Perkins-  Graphic  Arts-  19  Otis  St.,  Brockton,  Ma.  -Likes: 
Rambo,  Snorks.  McDonaid's,  Motiey  Crue,  being  with  George 

Jaqueline  T,  Perry-  Distributive  Education-  69  So.  Grove  St.,  Foxboro, 
Ma.  -Cheerleading  (Basketbail)-  9,  11,  12  -Likes:  Miami  Vice, 
Spaghetti,  ZZ  Top,  Horseback  Riding,  Commando 

Mark  J.  Perry-  Machine  Shop-  20  Sansom  St.,  Brockton,  Mo.  -  Baseball 
-(JV)  9,  10,  (Varsity)  11,  12  -Likes:  Rambo,  A-Team,  Lobster,  The 
Eagles,  Baseball,  gathering  vast  amounts  of  knowledge 

Paul  A.  Perry-  Auto  Mechanics-  444  N.  Warren  Ave.,  Brockton,  Ma.  - 
'69'  383  400  HP-Likes:  Rambo,  Bill  Cosby,  Steamed  Clams.  Karate 

Robert  D.  Perry-  Masonry-  37  Keith  Ave.,  Brockton,  Ma. 

John  E.  Peterson-  House  Carpentry-  197  Algonquin  St.,  Brockton,  Mo. 
-Hockey,  Baseball-  Likes:  Metoiiica,  playing  the  guitar,  Rambo,  Mash, 
Pizza 

Daniel  A.  Petze-  Auto  Mechanics-  124  So.  Main  St.,  Sharon,  Ma.  -  '70' 
Chevelle  -Likes:  Bock  To  The  Future,  Three's  Company,  Chinese,  Rush, 
Drums 

Walter  G.  Phalen-  Electricity-  149  S.  Main  St.,  Bridgewoter,  Ma. 

Darwin  K.  Philips-  Commercial  Foods-  64  King  Phillip  Rd,,  Norton,  Ma. 
Football  12-  Likes:  Cosby  Show,  Laughing 

Gary  R.  Phillips-  Machine  Shop-  54  Cairn  Rd.,  Brockton,  Mo. 

Regina  M.  Pilon-  Commercial  Arts-  41  Lenox  St.,  Brockton,  Ma.  - 
Softball-  10,  11  12  -  Likes:  Honeymooners,  Chinese  Foods,  Motley 
Crue,  drawing.  Good  times  and  bad  with  Diane  and  Fuji 

Renee  Pinette-  Distributive  Education-  103  Pine  St.,  Mansfield,  Ma.  - 
DECA  -  10,  11,  12  (president)-Llkes:  Commando,  Miami  Vice,  Pizza, 
Mint  Milano  Cookies,  AC/DC,  Aerobics 

April  Poliatti-  Commercial  Foods-53  Pine  St.,  S.  Easton,  Ma. -likes: 
Rambo,  Pat  Benetor,  Miami  Vice,  expensive  restaurants.  Steak 

Jay  S.  Price-  Auto  Mechanics-  12  College  Dr.,  Brockton,  Ma. 

Burgess  C.  Procter-  Masonry-  19  Kinsley  St.,  Stoughton,  Ma. 

Karen  L.  Rabideau-  Commerical  Arts-  49  Newland  St.,  Box  2003, 
Norton,  Ma  -  Yearbook  Staff  -12-Likes:  Back  To  The  Future,  Twilight 
Zone,  homemade  pizza,  ice-cream,  Huey  Lewis  and  the  News, 
Motley  Crue,  having  fun  with  family  and  friends. 

Debro  L.  Randall-  Health  Services  Assistant-  45  Woodbine  Rd., 
Stoughton,  Ma.  -  Likes:  Miami  Vice,  Italian  Food,  Led  Zeppelin, 
sleeping,  Rambo 

Derek  J.  Rankin-  Graphic  Arts-  598  Pleasant  St.,  Brockton,  Ma.  -Likes: 
Rambo,  Miami  Vice,  Roast  Beef,  UTFO,  Skiing 

Edward  A.  Reardon-  Masonry-  556  Massapoag  Ave.,  Sharon,  Ma. 

Kevin  D.  Rettmon-  Electricity-  35  King  St.,  Stoughton,  Ma. 

Alpine  L.  Ricci-  Auto  Mechanics-  205  Essex  St.,  Mansfield,  Ma. 

Charles  E.  Roberts  Jr.-Metal  Fabrication-  38  Rutland  St.,  Brockton,  Mo. 
-Football-  9,  10,  11,  12  (Varsity) ;  Track-  11,  12  (Varsity)  -Likes: 
Rambo,  World  At  War,  Bruce  Springsteen,  Football 


Keith  C.  Roberts-  Graphic  Arts-  52  Darby  Rd.,  Brockton,  Ma.-  Likes: 
Commando,  Miami  Vice,  Weightlifting 

Joseph  P.  Roscoe-  Auto  Body-  2  Judith  Rd.,  N.  Easton,  Ma. 

Gary  K.  Ross-  Auto  Mechanics-  54  Evergreen  Rd.,  Norton,  Ma. 

Klmberly  J.  Ruddy-  Health  Services  Assistant-  58  Spruce  St.,  Foxboro, 
Ma.-  Class  Treasurer-9,  Varsity  Softball-  9,  10,  11,  12  (Copt.); 
Reresentitive-  10  Likes:  Guiding  Light,  Steak,  Air  Supply,  Back  To  The 
Future 

David  T.  Rushia-  Machine  Shop-  138  N.  Worcester  St.,  Norton,  Ma. 
Intramural  Hockey  10,  11,  Concerts-  Likes:  Rambo,  Iron  Maiden, 
hamburgers.  Hockey,  concerts,  getting  beat  up  by  Kevin,  coming  to 
school  on  holidays. 

Amy  E.  Ruuska-  Painting  and  Decorating-  35  Huntington  St.,  Brockton, 
Ma.  Likes:  Brian,  Rambo,  Bill  Cosby  Show 

Jerald  Sahl-  House  Carpentry-  179  Morjorie  Rd.,  Stoughton,  Mo  -  Likes: 
Led  Zepplin,  Back  To  The  Future,  Star  Trek,  Pizza,  working  on  cars. 

Charles  A.  Sammarco-  Machine  Shop-  34  Kingsley  St.,  No.  Easton, 
Ma.  -Likes:  getting  coffee  at  Cumberland  Farms  every  morning 

Shelley  J.  Sanford-  Commercial  Foods-  91  Central  St.,  Foxboro,  Mo.  - 
Cheerleading  (Basketball)  1 1  Likes:  Rambo,  Journey,  Who's  The  Boss, 
going  out  on  the  town,  Lasagna 

Scott  A.  Songster-  Electronics-  117  Kathleen  Rd.,  Brockton,  Mo.  -Likes: 
Day  Of  The  Dead,  Manowar,  Tales  From  The  Darkside,  Pizza 

Michelle  Santagati-  Health  Services  Assistant-  18  Acton  Ave., 
Brockton,  Ma  -  Likes:  concerts,  working,  Ratt 

Mark  G.  Sarkisian-  Graphic  Arts-  122  Royal  Rd.,  Brockton,  Ma.  - 
Football  10,  11,  12  -Likes:  Commando,  Miami  Vice,  Weightlifting 

Michael  J.  Scarlata-  Auto  Mechanics-  124  Hovendon  Ave.,  Brockton, 
Ma.  -Likes:  Italian  Food,  Led  Zeppelin,  party 

James  R.  Schmidt-  Electronics-  66  Gerald  Ave.,  Brockton,  Ma.-  Likes: 
Mr.  Roger's  Neighborhood,  Manowar,  Burger  King  runs,  mold 

Eric  R.  Shuberth-  Masonry-  165D  Carl  Ave.,  Apt.  88,  Brockton,  Ma  - 
Baseball 

Cheryl  A.  Scimone-  Cosmetology-  15  Norfolk  Ave.,  Norton,  Ma. 
Cheerleading  (Football)- 10,  11,  12  (Copt  );  Cheerleading 
(Basketball)- 10;  Treasurer  11,  12;  Prom  Committee  11,  12;  Yearbook 
Staff  10,  11,  12  -Likes:  General  Hospital,  Bagels,  Journey,  friends.  Back  To 
The  Future 

Richard  D.  Shanks-  "Rich"-  Plumbing-  119  Gladstone  St.,  Brockton, 
Ma.  -Football  9,  10,  11,  12;  Track  10;  Basketball  11  -Likes:  Rambo, 
Cosby  Show,  Pizza,  Baggie  Boys,  Football 

Kevin  M.  Show-  Masonry-  273  Lisa  Dr.,  Brockton,  Ma. 

Mark  W.  Sheff-  Cabinetmaking-  766  Foundry  St.,  So.  Easton,  Ma.  - 
Hockey  11,  12;  Track  8t  Field  10,  11  -Likes:  Song  Remains  The  Same, 
Led  Zeppelin,  seeing  my  girlfriend 

Marvin  W.  Siebe  III-  Electricity-  120  Overton  St.,  Brockton,  Ma. 
Paul  Sikora-  Machine  Drafting-  38  Rockford  St.,  Brockton,  Mo. 


Lisa  A,  SInnott-  Commercial  Foods-  34  Enterprise  St .  Brocl<ton,  Ma.- 
Softball  (Varsity)  11,  12,  Basketball  12  -Likes:  Webster,  making 
trouble,  candy  bars.  Back  To  Ttie  Future 

Michael  E.  Sirignano-  Masonry-  94  Bay  Rd  ,  Norton,  Ma  -Likes:  Rambo, 
Magnum  P.  I.,  Miffin,  Van  Halen 

Tara  L.  Smart-  Cosmetology-  43  Tober  Ave.,  Brockton,  Ma.  -Likes: 
Steak,  Rolling  Stones,  partying.  General  Hospital,  Scarfoce 

Janice  M.  Smitti-  Building  &  Grounds  Remodeling  &  Repair-  168  Kevin 
Rd.,  Brockton,  Ma. 

Julie  A.  Smith-  Auto  Mechanics-  340  So.  Elm  St.,  W.  Bridgewater,  Ma. 
-Likes:  American  NInJa,  Miami  Vice,  Pizza,  Rez,  Frisbee 

Thomas  A.  Smith  Auto  Mechanics-  154  Cocasset  St.,  Foxboro,  Mo. 

Gail  Sorrenti-  Painting  &  Decorating-  195  Rogers  Dr.,  Stoughton,  Ma.  - 
Likes:  10  to  Midnight,  Bill  Cosby  Show,  Pizza,  Led  Zepplin,  AC/DC, 
being  with  T.C. 

Jean  M.  Stanlewicz-  Health  Services  Assistant-  66  Regent  Rd., 
Brockton,  Ma.  -Likes:  Who's  The  Boss,  Pizza,  Tom  Petty  And  The 
Heartbreakers,  St.  Elmo's  Fire 

Frank  G.  Steele-  Electricity-  984  East  St.,  E.  Mansfield,  Ma. 

John  R.  Studer-  Auto  Body-  112  Oak  Ln.  #1,  Brockton,  Ma. 

Jerilyn  C.  Sullivan-  Health  Services  Assistant-  66  Elsie  Rd.,  Brockton, 
Ma. 

Paul  M.  Sullivan-  Electrical  Appliance  Repair-  133  Auburn  St., 
Brockton,  Ma. 

Marc  A.  Svirtunas-  Machine  Drafting-  33  Hillcrest  Ave.,  Brockton,  Ma. 

Daniel  L.  Sweeting-  Plumbing-  50  Prospect  St.,  Brockton,  Ma. 

Mark  K.  Swinimer-  Metal  Fabrication-  15  Almon  Ave.,  Brockton,  Ma.  - 
Likes:  Rambo,  Alice,  Chinese  Food,  Led  Zepplin,  Keggin 

Joseph  D.  Tammaro-  Commerical  Arts-  13  Heath  Rd.,  S.  Eoston,  Ma.  - 
Intramural  Basketball  9,  10,  12;  Yearbook  Staff-  12  -Likes:  Better  Off 
Dead,  Miami  Vice,  Burger  King,  Chinese  Food,  Genesis,  Phil  Collins, 
working 

Steven  M.  Tenore-  Plumbing  92  Eariey  St.,  Brockton,  Ma. 

Brian  D.  Thellen-  Electricity-  16  Southfleld  Dr.,  Brockton,  Ma. 

Dolores  Thomas-  Commercial  Foods-  102  Armiston  St.,  Brockton,  Mo. 
-Likes:  Motley  Crue 

Christopher  E.  Thompson-  Plumbing-  10  Porter  St.,  Easton,  Ma. 

Lisa  M.  ToccI-  Distributive  Education-  117  Pleasant  St.,  E.  Bridgewater, 
Ma.  -Likes:  Miami  Vice,  Cosby  Show,  Fried  Chicken,  Van  Halen, 
partying  with  friends. 

Lisa  M.  Tompkins-  Distributive  Education-  400  South  Main  St.,  Sharon, 
Ma.,  -Likes:  Rambo,  Cosby  Show,  Pizza,  Duron  Duran,  cruising 

Gayle  M.  Tracey-  Painting  &  Decorating-  203  North  St.,  Foxboro,  Ma. 

Frances  B.  Trachtenberg-  Paintng  &  Decorating-  45  Goldie  Rd.,  W. 
Bridgewater,  Ma. 


Brian  F.  Trask-  Graphic  Arts-  41  West  st.,  Foxboro,  Ma. 

Kimberly  J.  Trevains-  Cosmetology-  234  Sinclair  Rd.,  Brockton,  Mo.- 
Likes:  shopping,  chocolate  cake.  Back  To  The  Future 

Michael  R.  Triber-  Electronics-  79  Cross  St.,  Stoughton,  Ma.  -Likes: 
Mod  Max,  Equalizer,  chicken,  AC/DC 

Anna  M.  Triolo-  Cosmetology-  248  South  Main  St.,  Sharon,  Ma.  -Likes: 
Back  To  The  Future,  Remington  Steele,  green  M  8t  M's,  The  Doors, 
partying 

Heidi  M.  Volkmer-  Painting  8t  Decorating-  183  Bellevue  Ave., 
Brockton,  Ma.  -Likes:  Summer  Rental,  Cosby  Show.  Pizza 

Alison  Wagner-  Graphic  Arts-  160  East  St.,  Mansfield,  Ma.  -Volleyball 
9,  10;  Track  9;  Basketball  10,  11,  12;  Cheerleading  9  (football)- 11,  12 
-Likes:  Rambo,  Fraggle  Rock,  Burger  King,  Journey,  Cheerleading 

John  D.  Wales-  Machine  Drafting-  31  Cook  St.,  E.  Bridgewater,  Mo.  - 
Likes:  Terminator,  Rush,  Miami  Vice,  Spare  Ribs,  girls.  Rock  and  Roll 

Peter  B.  Weikel-  House  Carpentry-  41  Boicom  St.,  Mansfield,  Mo. 

Brian  E.  Wheeler-  Mill  Carpentry-  1766  West  St.,  Mansfield,  Ma.  -Track 
(Varsity)  9,  10,  11,  12;  Golf-(Varsity)  11  -Likes:  The  Cosby  Show, 
Chicken  Wings,  The  Police,  Back  To  The  Future 

Kurt  Wheeler-  Commercial  Foods-  8  Garfield  St.,  Foxboro,  Mo.  -Likes: 
Phil  Collins,  Cosby  Show,  Pizza,  Hot  Dogs,  Skiing 

Kevin  M.  Whitman-  Masonry-  218  Battles  St.,  Brockton,  Mo.  -Likes: 
Sports,  Music,  Led  Zepplelln,  parties 

Tracy  Wightman-  Distributive  Education-  632  N.  Elm  St.,  W. 
Bridgewater,  Ma.  -Cheerleading  (Hockey)  9,  10,  11;  Volleyball  (J.V.) 
9;  Student  Council  9,  10,  11,  12 

Kelsha  R.  Wilder-  Electrical  Appliance  Repair-  356  Essex  St.,  Mansfield, 
Ma. 

Christopher  Williams-  Plumbing-  255  Plain  St.,  Brockton,  Ma. 

Russell  H.  Williams-  House  Carpentry-  902  Crescent  St.,  Brockton,  Mo. 

Mark  E.  Wilson-  Commercial  Foods-  212  SouthField  Dr-Brockton,  Ma  - 
Baseball  9,  10,  11,  12.  Floor  Hockey-9,  12  -Likes:  Miomi  Vice,  Chinese 
Food,  Invasion  USA,  Huey  Lewis.  Baseball,  Nancy 

Anton  E.  Wingren-  Metal  Fabrication-  620  W.  Center  St.,  W. 
Bridgewater,  Ma.  -Football  9,  10,  11,  12  -Likes:  Ben,  Venison,  Led 
Zeppelin,  Hunting 

Kenneth  D.  Wood-  Metal  Fabrication-  22  Winslow  Dr.,  Sharon,  Mo.- 
Football  9,  10,  11,  -Likes:  Scarfoce,  Gong  Show,  Rush,  partying 

Thomas  M,  Wuschke-  Metal  Fabrication-  52  Bedford  St.,  Brockton, 
Ma. 

Martin  J.  Wyndhom-  House  Carpentry-  254  Third  St.,  Stoughton,  Ma  - 
Hockeky-  10,  11,  12  -Likes:  Lobster,  Motley  Crue,  Red  Dawn,  Hunting 

Michael  D.  Wynn-  Graphic  Arts-  450  West  St.,  Mansfield,  Ma. -Likes: 
Music,  The  News.  Pizza,  Jeff  Beck,  Drinking 
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